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“Domestic Engineering” says: When business is poor that 
is the time to advertise. Then, your customers have time to 
read your story—and when they are ready to buy they know 
all about your product. You have gotten under their skin— 


while the getting was good. 


WHY NOT A GOVERNMENT STANDARD FOR 
THE INSTALLATION OF PLUMBING? 





HE question of adequate laws for the installa- 
tion of plumbing in municipalities and states 
is constantly agitating the master plumbers. 

Where concerted efforts have been made, good 
results have usually been secured. But it takes only 
a cursory examination of the ordinances of a few 
cities to see what a wide divergence of practice is 
to be found, where conditions are approximately the 
same. 

Not only is this lack of 
anomaly from the standpoint of the plumber and 
the public, but it works untold injustice to jobbers 
and manufacturers of plumbing goods generally. 
An intimate knowledge of the various local ordi- 
nances is required by manufacturers who would sell 
the trade on sanitary specialties. 

Attempts to create uniformity in local laws by the 
adoption of state plumbing codes, have met with 
some success, three states at least now working un- 


definite standard an 


der a state code. 





Into this discussion must now enter the federal 
government. For no local nor state plumbing laws 
are operative on government contracts. [he gov- 
ernment has its own regulations— and no plumbing 
contractors, no matter how conscientious, or how 
anxious to follow local regulations, can overrule the 
government. 

For instance, the master plumber who is a firm 
believer in the reventing of all fixtures, finds that 
this is not allowable in government work. And he 
finds that the placing of soil stocks in the outside 
walls is permitted by the government, though 
frowned upon by practical men. Dozens of other 
discrepancies in the government specifications may 
be found, yet there is no standard to which to recon- 
cile them. 

If a government standard for the installation of 
plumbing could be agreed upon, would this not 
make the best standard for states and municipali- 
ties ? 

The arguments in favor of a standard government 
code are many. For the master plumbers who have 
no local or state laws to work to, a yovernment ¢ ode 
would be a blessing. “Plumbing installed under 
sovernment regulations’ would be a good adver 
tisement for the man who takes pride in his work. 
It would give him a sales argument that would be 
hard to counteract. 

Such a code would not be difficult to secure. All 
government work is under the direction of the Super- 
vising Architect's Office at Washington. The ap 
proval of this department to a standard code would 
constitute its acceptance. 

Is a Government Plumbing Code worth striving 
for? Will it standardize sanitary practice over the 
entire United States? Will it help to put the master 
plumber in the position before the public that he 
should occupy ? 

These are the questions to ask yourself. If you 
believe that it is worth striving for, write ‘Domestic 
Engineering your views on the matter. Now is 
the time to get it started. 

Let us hear from you. 
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The Problem 
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t plumbers and fitters who 
i! rt their business 
1) ye] with thr idea of reduc 
f not to vive it awav to their 
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ured and disappearance of 
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Cabinet, rear 


hing ceiling 


floo! to 


irom 


shelf «not shown) All enclosed in 
loors, with Yale locks This 
d mostly for valves 

Photo by ‘‘Domesti Engineering. 









A Shop Where System Lightens Labor 


Stock Storage and Systematic Handling of 
Confronts Every Master Plumber and Fitter 


MARQUAM 


journeymen looking tor material or tools is conserved by 


having ev cTy valve, every ntting, every nipple and ell, lt 


or shelves under lock and key. 


They have demonstrated that 
keeping the stock, 


classified bins 


7s : 1 »2 
Why so particulal 


know 
espe tally the 


] 


pays to what is in stock. By 


brass goods, locked up, there is n 
the 


valuable 


temptation tor eithet men or outsiders to appropriate 


items as opportunity offers 


Method of Storing Small Stock. 


built-in 


ATTN 


stock 1s stored in cabinets. or rathet 


These 


\ll 
are built up from floor to ceiling and 
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Moline, Il The 
the front 
‘Domestic 


Stange Bhros., 


shown at door. 


Photo by 


firm are 


Mnyzineering 


htted with doors, glazed with florentine glass or mirrors 


\sked the purpose of such a method of glazing, M1 
Stange remarked: “I prefer to make up my own stock 
orders—what is behind these doors, under lock and key 
does not interest the affable salesman if the door 1s 
locked. Ile would gladly relieve me of the trouble + 
making up the order—if he could see my stock. But 


now I can do my buying unmolested. 
locked 


members of the firm. When 


these cabinets is and the 


the 


Every one of kept 


keys are carried by three 


a workman needs material, he signs an order slip, and 


the material is turned over by some member of the firm 
during business 


the 


the otnce 
the 


whom is always about 


When 


procedure is 


one ot 


are returned by men, same 


followed. 


abinets are all labeled. 


roods 


hours. 

The bins in these c In this cass 
pictures were taken from obsolete catalogs and manu 
facturers’ circulars. However, it is now possible to s« 
cure complete sets of uniform size, containing labels fo 
everything used by the plumber and fitter, at very smal! 
cost. 

On the label of each bin at the left hand side is give: 
the cost price of the article, in a cipher code understo 
the members of the 
plain figures, is given the retail selling price, which 11 
cludes the overhead expense and usual margin of profit 
The rate of profit figured is not always the same, how 
the the the: 


by firm. On the opposite side, 


ever, depending on nature of goods and 


salability. 
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How These Bins Were Made. method used with the ope t nipples 

“Such a system would cost me too much money,” is and sh \Il th Ompartments d, thre 

e thought that strikes the average master plumber and stock is where it should be, and ts re ly go he 
hitter. But would it? It took Stange Bros. five years to lines are taken out on requisitiot ly t sponsibl 
ork this out—and the cost has been practically nothing men whose y is unquestione 

nly the glass and a few locks and hinges. The men thread up short lenet ot p 7 nipples 

Here’s the way it was done. The crating lumber, as trom ov s st att t tilled 

ods were unpacked, was cleared of nails, and stored he proper tit 

vay. Most of this was four-inch stuff, of varying . - | . 
lengths. Part was used for kindling, and the soft wood Tools Caretully Stored. 

as saved for use in these bins. ne Cabine Cspe' rally built tor t lea 

When enough had been accumulated, a little plan was — ts ea _ —— oF ois o] All 
nade up that would give ample room for one class of ae mn I — \ si all rass | each 

ods. The spare time of the men, fifteen minutes today, — holds = = ? CCK W pla the tool 
1 half hour tomorrow, as they gathered around the shop, s out. The m Fr on tne i ck aut ut se 
Or as the SCWeEFr men Came In hecause of a rain, ere. — aS that particulat nie | uM 
valuable—it costs real money. ‘This odd time is _ all tach man has a pla or hts 2 locked 
utilized—the men know at once that this lumber is to br and nu red tool bi The shop turn t ) and 
cleaned, or cut to required leneths. \s time affords. i list o le contents of each b Kept | ite 
the cabinet is put in place, the doors hung, it is white Compartments e provided tor ea | e and 
enameled with three coats, and the stock is moved into solder pot. Losses of tools have been p th nothing. 
it. \ little 1] s made up and « ee ae 

Two of these cabinets are illustrated in bigs. 1 and ”? tin tobacco boy ni ely rile f i ta Crews 
Fig. 1 shows one cabinet used mainly for valves. The ot a different size or style \ can stened 
sizes of the compartments are vraduated to take care on the outside the box, with the | ! 
of the varying sizes. The cabinet when closed makes a this cabinet 1s provided with a glazed ilso 
handsome appearance. kept locked ther cabinet x } 

Fig. 2. shows a double cabinet used for nickeled brass ATIOUS SIZ ind styles of tack a “4 
goods, and which 1s enclosed by mirrored doors. It also cabinet tor carpentes ols ed ut tT ! and 
is white enameled. It always arouses the curiosity of available u i the men at od 
salesmen and customers, much as the closed property Sold hromts | lead 1 kept 1] je | In, to 
wagons of the circus parade used to do when we were he worke up again o ite \nothet ~ ed for old 
boys—but the locked door keeps out the curious—and the rrass, and still r rubber | , ete idde ire 
lifter. stored the ceiling the blac h hop at the rear 

There are a half dozen such cabinets for the various of the main shop. 
lines of small stocks usually carried by the plumber and \ place ryt thr vided—thir ire 
fitter, all of which represents a good big investment. All where they | ind the fore trait t 
f this is kept in closed cabinets. But the same systemati: see that the ept there 

ger teas 
————— 
rig. 2 Double stock storage cabinet, built in from floor to ceiling. Large spaces are shown below the shel! The 
doors are glazed with mirrors and are fitted with locks. Photo by “Domestic Fengineerine 
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The Office as Well Systematized as the Shop. 
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BUSINESS AS SEEN FROM A 


DISTANCE. 


CONDITIONS OF 


A Former Chicago Plumber, Now a Resident of Manila, 
Writes in an Interesting Way on Business There. 


1 

1 Je ] i “ f rT ij eq] t 

‘ } i? S | ’ ’ ~ ‘ i! tril 1 ime LiSs¢ 

] pred} (*T \ fii} { | ries (> t scl >i T? ilisn 
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} 1] ] ’ } | ts - ? } ‘ 
i | iT ¢ | } ii ' i Wilt? MOY C] wus 
, : 
ness 5 Sue ind Cupation of the pages O! their 
trade paper Dy I tI apprentices and handy 
men as to the proper method of connecting a range 

oilet innot é uit secondary nterest 

> ‘ 41 +] - | na La ' , et , . h ee . ti 
1> (oT) iit {) a | Liit tne s ¢ expert Tie ¢ ianNnICcS Witt 

| | ‘ 1. Lies . ’ - 
Lye trained tor adel manipulation, brain trained to piatl 


and ear trained 


an installation to the best 


ly ) 7 Ta " 
maivahntapve, 


ye 


discern cause | eff are wholly untrained in the 

) il part of their industry; that part which affords 

: nest return for honest work honestly pertormed— 

usiness end Here is where the missionary efforts 

Oy} ce ideal trade pap should tocus; this 1s the draught 
fo hich the tree is withering—has withered, indeed. 

lomestic Engineering” is supplying the withered 

th with a bountiful supply. Old and gallant giant 

O forest, your functions are paralyzed with thirst, 

u need nursing, it will take time to train the tentacles 

f your roots to reach out and absorb “Domestic En- 

neering s life giving fluid, but when you do, behold, 

new buds will spring out, withered branches will fall off 

ne by one to be replaced by new shoots. the old trunk 


shall 


shade ot 


will become rejuvenated until presently we have a 


flourishing tree of prosperity under the which 


in old age! 
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is His bookkeeper can him—i 
anxious to tell him—how he lost on most ot his cor 
tracts, but he know y experience that the old mat 
ites to see a losing statement, and it would do no LO 
| notice that “Domestic Engineering ves an editorial 
ip to the “young master plumber” to seek the Philippin: 
Remember, the Philippines ari long ways trom hor 
and walking is bad on the only ailable road: remember, 
it takes $500 to go and come (what one could start a 
usiness with in the States); remember, there 1s a det 
ocratic governor general over here who is shipping all 
the Americans out ot the country so as to make the tur: 
ng of the Islands over to native control more feasibl 
t| beforehand. 


at is all you are supposed to know 


Now, then, | assure you business here is at a stand 
still with a very gloomy outlook; there are about three 
mes too many plumbers in the business, and none of 


them are making a dollar installers of plumbing; ar 


le 


AS 


money in plumbing in this 


nia¢ ne k ot the woods is 


importing material and selling it; in this there 1s a po 


sjbility, but owing to distance from base of supplies, sto 


to be carried and necessary credits to be financed, $30,000, 
U. S. currency, would be a very modest beginning; and 
then you are up against a dozen houses, backed by mil 
lions, in a circumscribed community. Is it necessary t 
say more? I think not, and will now cease wishing you 
and my old-time brothers in harness a prosperous vear 


Exile 


MASTER PLUMBERS OF OKLAHOMA CITY FORM 


CLUB. 


7 


The master plumbers in Oklahoma City, Okla., hav: 
iust formed a club under the name of the Oklahoma Cit\ 


Master Plumbers’ School. 


one nigh 


city is invited and urged to attend. 


The “School” holds one session 
t every week and every master plumber in the 
The object of th: 


school is to help every member to conduct his business in 


an up-to-date manner so that he will secure a proper 


profit on all work. At the time the school 


trying to solve the question of figuring overhead expens: 


present 


correctly. During “school hours” all association lines ar 


erased and each pupil tries to learn his own lesson. 
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WRONG USE OF LEADER AS SOIL PIPE. onnect the upper one in a like manner, instead of putting 
aaecameimesieaen in the extr: piping indicated bv the dotted = Iine In 
Editor “Domestic Engineering”’:—Having been a sub- other words, if the plumbing ordinance: illow the one 
scriber tor your paper for a great many years and know- connection, why should the other c ect not be al- 
nye you have come in) contact with a great many odd lowed 

' } 1 +1 " | . baa ) , 1 ) at } . i) . ) ' ’ ' ’ | ' ’ ; ‘ 

obs, I would lke to ask your opinion of the one I am We think the soil sta should be ent narate from 


submitting, the rain le ade ¥ vith +} ( i] i? cl 1, | . 1 7 loset 
: - ’ 1 = : ape, eon : oe ' ah f ‘ 1 
As shown in sketch this Ss a plumbing job installed vented. There is no need « CTItI ipper wate! 
about 1900. The owner would like to place a closet on closet, as it is effectually 
| 


third floor above a closet on the second floor. The pres- tension 


4 Ss . °+r) 1, : ] : 
ent 6-inch extra heavy soil pipe is now a drain for the 


roof, which 1s 20 ft. wide and about 75 ft. long, and the 
soil pipe is about 12 ft. from the rear of the building and THE DRUM TRAP QUESTION AGAIN 
in the center of the store, in with 90x75 ft. There 1s 


bout 1,500 sq. ft. of roof surface which the 6-inch soil Editor “Domestic Envineerine”’:—Will » nd] e 
pipe drains. The extra h 
front of the building and the sewer pipe to main sewer blu 


in street. There are no traps at all in stand pipe or oe ee ee ES ee, a a er Ore a 
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S. E.’s Sketch of Plumbing Job. Fig 


Sanitary results. Now, I could by cutting through the an angle, as indicated \ny information from a sanitary 
frst floor and cutting the 6-inch horizontal pipe make point of view will be appreciated. 

the connection to the horizontal soil pipe under the first San Antonio, Tex » H. A. 
foor. It would require some excavating, and this would . . 

cost about $20 extra. In Fig. 1 we show the two drum trap connections sub- 
Saginaw, Mich. S. E. mitted by correspondent W « believe he 1s right in his 
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ver part of the trap will 
prevent the seal trom rising to the point shown in illustra- 
tion, and that it will not rise above the top of the outlet 
| 


| ing i the ip L171 asily Compressed, and 1] there 


pnt roree macK oT it, the waste would com- 




























~ 
ig. 

press the air at the top, and its level would rise to the 
point shown tn Fig. 1, where it would overflow. There 
| - . , 7 , } ‘ ‘ — Z } rie ar 
is 1} , ( fT] pre SS1T)4 bt as pit? Tor. and W € re bit ve that 

—_— i} == | wa Sf : ; 
after equilibrium has been established, the water in the 


trap will settle to the level shown in Fig. 2, while that 
in the inlet and outlet pipes will stand at the levels shown 
lheretore. the seal. which is re pre sented by the distance 
between the two levels, will be of the same depth as if 


the entire seal stood at the upper level, but there will 


\\ cannot ser that the mouse will not be protected 
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against entrance of sewer gas through a defect in the 
trap cover, equally as well in one case as in the other. 
We have never heard of this point being raised before, 
and it is a matter of considerable interest, which we 
would like to see discussed. 
If the outlet is run straight into the trap, as corre- 


spondent suggests, it is open to the criticism that a de- 
fect in the cleanout cover will admit sewer gas with the 
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trap cover at the top. This can be overcome, however 
he side of the trap and near the bot 


| 


yy placing it on t 
tom. With this cl 


lange we would prefer correspondent’ 
method to the one shown in Fig. 1. 

While nothing is said concerning the connections for th: 
mud trap and catch basin, we reproduce them in Fig. 3. 

We have never seen just the connection shown on the 
outlets, and would like to hear what points of advantag: 
are claimed. 

FLUXES FOR COMMON METALS. 

Editor “Domestic Engineering’ :—Please publish for our 
information, the fluxes that are used for the various metals 
in common use in the plumbing and tinning trades. 


New Orleans, La. B. & W. 





’ 


For “RB. & W's.” information we give the followins 
list of fluxes: 

For steel, cast iron and malleable iron, borax and sal 
For brass and copper, chloride of zinc, sal 
ammoniac or rosin. For zinc, chloride of zinc. For tinned 
zinc or rosin. For lead, tallow for 
For pewter, 


iron, chloride of 


coarse solder. and rosin for fine’ solder. 
gallipoli oil 


EXPANSION AND CONTRACTION—EXPANSION 
OF WATER. 


Will you kindly ex- 


ie theory underlying expansion and contraction, 


Editor “Domestic Engineering” :- 
plain tl 
and also explain wherein the expansion of water is dif- 
ferent from the expansion of other substances? 


Boston, Mass. Student. 





According to the molecular theory, if any solid object 
ould be sufficiently magnified, we would find it composed 
of an indefinite number of the minutest particles or mole- 
cules, each one in constant motion. When heat is applied 
to the object, its molecules increase in size and their 
vibrations increase in length and rapidity, the result be- 
ing the apparent increase in size of the object. If the 
heat is of sufficient intensity, a point is finally reached 
where the vibrations become so great that the molecules 
separate from the main object, and then we say that the 
substance is melting, 

When the object iS subjected to cold. the opposite re- 
sult is obtained, the vibrations become less extended, and 
the object decreases in size. In the first case expansion 
took place, and in the latter case contraction occurred. 

As intimated by “Student” in his question, water does 
not follow the same rule as other substances. 

As implied above substances continue to expand as 
lone as heat is added, and to contract as long as the heat 


applied grows less. Water, however, is heaviest or most 


dense at a temperature of 39.2 degrees and whether heated 
above this temperature or cooled below it, it will expand 

This seems contradictory, but in reality is one of 
nature’s wisest provisions. If it were not so, at the freez- 
ing point, the coldest water would be at the bottom, and 
the formation of ice would begin at the bottom of ponds 
and rivers, and the entire body of water would finally 
become a solid mass of ice. 

Efforts are being made to have sewage disposal plants 
constructed in Marion, Cochocton and Warren, Ohio. 

Plans for a new public comfort station at Beardsley 
Park, Bridgeport, Conn., have been prepared and work on 
building will start at an early date. 
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HE twentieth annual convention of the Pennsylvania 


_— 


State Association of Master Plumbers was held 
April 21st and 22nd at York, Pa., 
it the Colonial Hotel. 


The Philadelphia delegation and their ladies arrived 


with headquarters 


Monday trom Gettysburg where they had spent Saturday 
ind Sunday viewing the historic battlefield upon which 
ite the great Lincoln delivered his famous address. Other 
delegations from principal points throughout the state 


steamed into town on schedule time. 


Tuesday Morning Session. 

The convention was called to order at 10:30 o’clock 
with President D. F. Durkin, jr., presiding. After the in- 
vocation by the Rev. H. H. Weber, of York, Mayor John 

Lafean, of the city, was introduced. He extended to 


— 


the delegates a hearty welcome to York, telling them 
that in case of a possible “pinch” offenders would be 
tried before President Durkin who would be vested with 
the power of temporary magistrate. The mayor called 
attention to the points of historic interest in and about 
the city, mentioning particularly that it was here the Con- 
tinental Congress met for nine months in 1777. He 
urged all delegates who had the leisure to spare, to stop 
off at Gettysburg, twenty-eight miles from York. 

The response to the mayor’s welcome was ably de 
livered by Wm. H. Doyle, of Philadelphia. 

Then came the appointment of the following committees 
by the president: 
Bray, Wilkes-Barre: W. W. 
Lewis, Pittston: M. Purtell, Pittsburgh. 

Resolutions: —W. H. Doyle, Philadelphia; Philip Reilly. 
Hazleton; H. A. Kottcamp, Chambersburg 

Auditing:—Edward Van Den Verg, Reading; Thos. JT. 


Gavin, Scranton: Thos. Lawrence, Pottsvill 


Credentials:—George S. 


The next order of business was the report of the ert 


dential committee whose findings were adopted and spread 
Then followed the roll call 


(Greetings were read from National 


in the minutes. 


President Chris 
Irving, who gave his best regards to the officers and 
members and his congratulations on the increase of 
membership in the state association. He reminded the 
convention of the bill before congress for the separation 
of the plumbing and heating from the general contract 
ind urged suitable action boosting this measure, suggest- 
ne that the member get in touch by letter or teleoram 
with Congressmen Logue and Kreider, both of Pennsyl- 
ania, and who are members of the committee on Public 
Buildings and Grounds In another communication. 
President Irving warned all members of the association to 
he strictly in accord with the letter of the law as con- 
ued in the Sherman Anti-Trust Law. 
\ letter from Congressman J. Washington Logue, of 
the 6th District, Pa., of the above committee was read. 
| am in receipt of your letter of March 21st relative 
to H. R. 14288 known as the Taggart Bill. I was present 
when the hearing was had before the committee in this 
matter, and feel that I succeeded in procuring an expres- 


sion of views which will be of advantage to this legisla- 


Tuesday Afternoon. 
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ittee suggest that the 2nd, 3rd and 4th lines and part hair-brush. for he would persist e af 
the 5th and 6th lines be omitted With this change the 
rimiutte would move its cor rrenc 


Election of Officers. 
The chief order of the morning business was the annual 
lection of officers for the coming vear. The following 
vere elected by a unanimous vote: 
President. (,eore S Bray, \\ ke s-B irre 
First vice-president, Robert Purse, Johnstown. 
Second vice-president, Harry Christ, Allentown. 


’ 
a 
| P 


Third vice-president, F. J. Hanley, Pittsburg 
Secretary, Richard Turner, Wilkes-Barre. 
Treasurer, John H. Birchall, Allentown. 
Delegates to National Convention at Atlantic City: 
George S. Bray. Harry L. Righter and D. Fk. Durkin, jr 


all of Philadelphia. 





President Geo. S. Bray, of Wilkes- barr 


Wilkes-Barre was the unanimous choice of the delegates 
is the convention city for the state association in 1915. 

Before the close of the annual meeting it was moved, 
seconded and carried that a committee be appointed to 
select a suitable testimonial for retiring President Durkin 
as a token of the appreciation of his efficient services in 


4 


behalf of the organization during the year. 





| pon motion by >. Louis Barnes, of Philadelphia, a Some of the Officers Elected at the Penn Vania Conventi. 
{ of thanks Was accorded the ladies of the York local Left to right (760. > Pray president: Robert Pp ‘ 
for ; ‘ ’ scat : viee-president; Richard Turner, eeretay 
lor their hospitality to the visiting ladies during the con- : nm 


John Hl. Birchall treasure 


vention. Thanks were also extended to the trade and local ieciacintattie itil 


press for their efforts during the session. _ 
Supply Exhibits at Colonial Hotel. 
Entertainment Notes. 


The llavde 1\ Tle es | Hava nville. \Ia 

4 . « y 
Mr. and Mrs. Kottcamp, of York, were the personnel attractrve display of complete lines of their Oui Ope 
ot the local entertainment committee. They handled the Self Closing, Ground Ke and Compression k to- 
, top-notch fashion and saw to it that the visiting vether with a complete exhibit of their famo inidome 
ladies were royally entertained. A choice dinner was ar- line. Geo. F. Pearsons. general salesmanaget re 
ranged for them at the York Motor Club on Tuesday eve- ent to extend the “best wishes” of the - ted tes 
followed by a theater party, and an informal dance A. P. Dyer, his popular Philadelphia representative, and 
at the Colonial Hall. Tuesday afternoon the ladies were by H. I. Tanner. his war horse. « ' — oe ee 


a chance to see the citv in automobiles in charge Pennsylvania 
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TEXAS MASTER PLUMBERS’ ANNUAL of a committee that shall work for the passage of a uni 
CONVENTION. torm plumbing law for Texas 


—_____—— The tollowing directors were also named 1 F. Mad- 
The Associated Master Plumbers of Texas held their den, Sherman; Joseph Netzer, Laredo; George KF. Robin 
thirteenth annual convention at Dallas, Tex., on Wednes- son, Galveston; William B. Wheeler, Victoria: J]. B. Col- 
day, Thursday and Friday, April 22, 23 and 24, with head lins, Houston, and J. M. McCulloch, Wichita Falls. These 
quarters at the Oriental Hotel in that city, and with 150 and the otticers elected Thursday will form the h maird of 
delegates in attendance from all parts of the State. directors 
Wednesday Sessions. kl Paso was chosen as the next meeting pla 
At the morning session Assistant City Attorney M. S. The convention thereupon adjourned sine die 
Church, on behalf of Mayor W. M. Holland, officially lollowing an automobile tour of the city, the delegates 
welcomed the visitors to the city. Secretary Weeks wel- and their wives attended thr Hippodror iheater in a 
comed them on behalf of the local association. The re- body. This brought to a close one of the most success- 
sponse was made by William Thatcher, president of the ful conventions of the association 


State association. 
President Thatcher and Secretary Robbins thereafter WILKES-BARRE MASTER PLUMBERS’ ANNUAL 
read their annual reports, both showing that the associa- DINNER. 


tion has enjoyed a successful year and that marked prog- 


ress has been made. The Master Plumbers’ Association of Wilk 
In the afternoon it was decided in executive session to Pa., and vicinity held its annual dinner and entertain 
incorporate the state association, the necessary steps to ment on Thursday evening, April 16th, in the spa 
be taken immediately, banquet hall of the Reddington Hotel in that city \ 
During this session the wives of the delegates attending vreat organization work has been done amone thi 
vere the guests of the local association at the Majestic in this section and the result of this effort wa 
heater. clearly exemplhiied by the large and enthusiastic attendance 
Two sparring matches before an audience composed of at this annual event of the associatio 
both men and women concluded the first day's program Dinner was served at etght o'clock and was preced 
of the convention. The matches were held on the marble by an informal reception in which the ladies wer 
floor of the Oriental Hotel's grand dining room. ticularly prominent. The rightly famous Dan Elart 
The boxing matches followed a dinner held in the ladies’ urer of the city of Wilkes-Barre and a noted author and 
ordinary of the hotel. This was so largely attended that playwright, proved himself to be an apt toastmaster. He 
the room was not sufficiently large to accommodate the kept everyone in continual good humor and in repeated 
crowd. Tables had to be set in the hall to take care of uccession called on many of those present for impromptu 
those unable to get in the room. remarks. George S. Bray, newly elected president of the 
After the dinner the men adjourned to the grand dining Pennsylvania State Association of Master Plumber: 
room. It was the original intention to hold a smoker, his newly appointed secretary, Richard Turner, both 
“battle royal” and boxing bout there for men only. But, Wilkes-Barre, were the “feature” speakers of the even 
owing to the desire of the women to see something of the though we must admit that the supply trade on tl 
sports their husbands favored, the original intention failed casion ably lived up to its reputation for oratory. Th 
of fulfillment. Hon. Joseph Evans and Garrett T. Plunkett, of th 
Thursday Sessions. Wyoming Valley & Supply Co., and Will Stout 
Both morning and afternoon sessions were devoted to Kastern Pennsylvania Supply Co., all of Wilkes-Bai 
routine business and to discussion of matters of interest deserve commendation tor the apt manner in which thi 
to the trade. handled the difficult subjects assigned to them 
During the afternoon session the retiring president, There was music in abundance and a varied array‘ 
Wm, E. Thatcher, of Fort Worth, was presented with a professional talent had been arranged for. On the list 
valuable token in appreciation of his services as presi- was Con. McCole, a monologist of local fame, and Charl 
dent. Gallagher, said to be a second edition of Harry Laudet 
Election of Officers. The committee deserves much praise for the efficient 
The election of officers for the ensuing year was then way in which this event was staged. . It consisted of 
in order and it resulted as follows: Joseph H. Shovlin, Charles Leim and G. T. Farrell 
President—S. A. Weeks, of Dallas. 
Vice-President—Fd. Braden, San Antonto. Convention Dates. 
Treasurer—N., 5S. Hill, Waco, May 4 and 5, 1914 \labama State Ascanciation of N t 
Secretary—Fred Robbins, Fort Worth. Plumbers at Birmingham, Ala 
Banquet and Ball. May 4, 5 and 6, 1914.-Canadian Institute of Sanit 
\ banquet and ball was given in honor of the visiting Mh, A Reon, AMSA. FM a iment 
delegates at the Oriental Hlotel on Thursday evening. viele ee — _— —— tea nee 
” . ; ciation of the State of Pennsylvania, at Wilke barre la 
\fter doing justice to an elaborate menu, P. J. Reaney, Mav 12. 13 and 14, 1914.—-Oklahoma Master Plumber 
of the local association, acting as toastmaste # introduced ion, at Oklahoma Citys bieadquarte it the Lee-tlu i! Hlotel 
the following speakers: W. J. Geisler, of Waco; W. E. a h, te en Aen OF eee 
Thatcher, Fort Worth: J. B. Collins, of Houston; Joseph emis, at New: aver, Comm, sesaquarters af ‘the: Tove 


Taft or the new Garde Hotel 

May 18, 1914 Florida State Association of Master Piumber 
ton: L. P. McChesney, of El Paso; Daniel Sullivan and at Tampa, Fla 
John W. Pope, of Dallas. May 20, 21, 22 and 23, 1914.—The State Association of Master 
Plumbers of California, at Los Angeles, Cal 

May 26, 27 and 28, 1914 The National District Heating Asso 


Ryan, of San Antonio; George E. Robertson, of Galves- 


\ ball concluded the evening’s festivities. 
Friday Sessions. : ciation, at Rochester, N. ¥ 
\t Friday’s sessions the reports of the standing com- Tune 9 1914.—The Eastern Supply Association at Atlantic 
mittees were read and plans outlined for the creation City, N. J., with headquarters at Hotel Strand 
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Brattleboro, Vt.—P. T. Clapp is making arrangements 


na plumbing establishment at 31 Clark Street 


(edar Rap lowa Rudolph Pohl has opened an up- 
t } 

to-date plumbing establishment at 1550 Bever Avenue. 
loseph, Micl J. B. Clinger has opened a plumb- 
heatin and vas fitting business at 612 Pleasant 
Park Ialls, Wi Joseph Pollock, of Hurley, Wis., is 
leas rrangements to open a plumbing establishment 

hie 

ile, Tenn Piancan: and August Gorff have 
t ‘ | rine Ty ) i? nurchased the plumbing busi- 


tf the late J. L. Par The new firm will do busi 
nder 1 name t tl = Par Plumbiur Co 
pt I \l | f ty Smith Plus i} WN 
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Holland Heating Co. has secured 
the ntract tor heating the McVean residence. 
ter, Pa I. \. Morgan has been awarded the con- 
tract for ten houses which are under construction now. 
York, Pa York Engineering Co. has been awarded the 
contract in the new nostoftice which will be erected in 
Harrisburg, Pa. 
Northampton, Mass 
awarded the contract for the plumbing in the new high 


school building. 


Shumway & Riley have been 


Lancaster, Pa.—lKverts & Overdeer have been awarded 
to install plumbing and heating in the new 
L{lotel Brunswick. 

rank Cross has been awarded the con- 


the contract 


tract for forty-four houses, which are to be erected by 
the Sun Oil Co. 

Hamilton, 0.—The John L. Walker Co. has secured the 
contract for the installation of a new heating system in 


Lane Free Library. 
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Millville, N. J.—George W. Arbuckle has secured th 


ntract for the installation of a new heating system 11 


(hester. Pa Blevler & Marker have been awarded th: 


contract for plumbing the new Murphy Silk Mill whic! 


A 1] r¢ erected i” | pland. Pa 


krie, Pa—Gannon & Carey, of this city, have secure 


thy intract for plumbine the new high school buildin: 


~f) 700. 





Grand Rapids, Mich.—The Vollette Plumbing Co. ha 


been awarded the contracts for plumbing the Huebne: 


: building and the McVean residence. 

Tuscaloosa, Ala ©. T. Cole & Co.. of this city, hav: 
plumbing the M. & © 
station at Artesia and A. E. Bell’s residence at Gordo. 


- 
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S. R. Bell. 

S. R. Bell, secretary of the Knapp Supply Co., of Unior 
City, Ind., died very suddenly this week at his home 1 
that city in his 58th year. Mr. Bell was also connected 
with the Central Supply Co., of Indianapolis, Ind., and 


the Union Foundry, of Anniston, Ala., and had a larg: 





J. L. Park. 

\fter rounding out fifty years in the plumbing business, 
|. L. Park, the oldest master plumber in Nashville, Ten 

and one of the oldest in the state, died April 6th, in his 
78th year. Although he had been ailing for the past six 
months, he attended his business daily, and did not tak: 
to his bed until two weeks prior to his death, showin 
that “never give up spirit” so characteristic of him. Dea 

W ie bronchitis and general breakdown. Hi 
leaves a daughter and a son, Wm. J. Park. 


Samuel Mayer. 

Samuel Mayer, for the past seventeen years manager 
»f the Chicago office of the Joseph Dixon Crucible Co., 
of Jersey City, N. J., was found dead in the bathroom 
of his apartment at 1018 North State Street, Chicago, on 
Monday morning, April 27th Mr. Mayer had been in 
poot health for some time. He had many friends in the 
plumbing and heating trades, who will regret to know 
of his demise. He was regarded as an authority on 
theatrical affairs and owned an extensive library of clip- 
pings dating back to Shakespeare’s time. He was 61 
years old. 


ED 


Joseph Edward Hertig. 

Joseph Edward Hertig, proprietor of the Hertig Fur- 
nace Co., of Boston, Mass., died at his home in Jamaica 
Plain, Mass., last week of Bright’s disease. 
in Boston in 1846 and had been in business for more than 


He was bi 


fifty years. He had lived in the house in which he di 

38 years. When he first entered business as a very young 
man Mr. Hertig became a partner in the Kohler Furnace 
& Steam Heating Co., located in Roxbury, Boston. [In 
1895 this firm was dissolved and became the Hertig Fur- 
nace 3 of which the deceased was sole proprietor. Six 


children, three daughters and three sons. survive him. 





















































REORGANIZATION OF KELLOGG-MACKAY CO. 
AND PIERCE, BUTLER & PIERCE MFG. CO. 

C. V. Kellogg of Chicago and J. T. Duryea of New York 
in Active Management—Colwell Lead Co. 
Eastern Branches Included. 

The reorganization of the Pierce, Butler & Pierce Mfg. 
Co. of Syracuse, N. Y., and the Kellogg-Mackay Co., Chi- 
cago, tor which receiver was appointed recently, has just 

been effected. 

The Kellogg-Mackay Co., of Chicago, will be capitalized 
it $900,000, $500,000 of which will be preferred stock and 
$400,000 common. No bonds or other indebtedness will 
have to be carried. 

The Syracuse company will be known as the Pierce, 
Butler & Pierce Co., and will have a capitalization of 
$1,650,000, $700,000 of which will be first preferred, $150,- 
000 second preferred, and $800,000 common. This company 
will take over the Brooklyn, Bronx and Worcester 
branches of the Colwell Lead Co. 

Both the Kellogge-Mackay Co. and the Pierce, Butler & 
Pierce Co. will be under the active management of C. V. 
Kellogg, of Chicago, and J. T. Duryea, of New York City. 

The directors of the latter tompany will be as follows: 
C. V. Kellogg, J. T. Duryea, Theodore Ahrens, Richard 
Garlich, jr., M. J. Alexander, a representative of Spencer, 
Trask & Co., and a representative from Syracuse. 





WILL MANUFACTURE HEATING DEVICES. 


The Tillman Heating Devices Co., of 614 Massachusetts 
Avenue, Indianapolis, Ind., has been incorporated with 
a capital of $50,000, to manufacture a heating device on 
which the inventor, M. D. Tillman, has been working for 
the past seven years. The officers of the company are: 
President, M. D. Tillman, the inventor of the system; vice- 
president, A. C. Houser; secretary and treasurer, H. A. 
Thrush. Mr. Tillman was formerly vice-president of the 
Honeywell Heating Specialty Co., of Wabash, Ind., hav- 
ing been connected with that company from its incep- 
tion until March 30, 1911; and Mr. Thrush was until April 
15, 1914, connected wtih the Peru Heating Co., of Peru, 
Ind.. as manager of its central station heating and general 
heating contracting department. The new company started 


its manufacturing operations on May Ist. 


CONCERNS NEWLY INCORPORATED. 


The Interstate Hydrostat Co., of Buffalo, N. Y., has 
incorporated with a capital stock of $200,000, to 
ufacture heating specialties and boilers. The incor- 


porators are: C. B. Sherwood, of Buffalo: A. Eckel and 
W. Eckel, both of Detroit, Mich. 
The New England Stea 


Gauge Co., of East Lyme, 


-- 


’ 
i 


Among. the Wholesalers 
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and Manufacturers 


Conn., has been organized and will begin business with a 
capital of $2,000 he othcers ot the new company are: 
President and treasurer, M. R. Davis; secretary, M. B. 
Davis, both of East Lyme, Conn. 

The Mead Gas Heater Co., of Passaic, N. J., has been 
incorporated with a capital of $80,000, to manufacture 
heaters. The incorporators are: Jacob A. Troast, Charles 
kf. H. Johnson and Frederick W. Gaston, all of Passaic, 
N. J. 

The Holton-Abbott Mfg. Co., of Somerville, Mass., has 


been incorporated with a capital ot $50,000, to manutac- 


ture plumbing and heating specialties. The incorporators 
are: Edwin C,. Holton, South Boston; Albert IF. Abbott, 
Medtord, and Charles S. kifield, Manchester, N ti 


CENTRAL SUPPLY ASSOCIATION WILL MEET IN 
DETROIT. 


The Central Supply Association will hold its) annual 
summer meeting in Detroit, Mich., on Wednesday, June 
to Secretary Paul Blatchford, City Elall 


hic: 
hid Awd 


I7th,. according 


Square Building, | 


EASTERN SUPPLY ASSOCIATION TO MEET IN 
ATLANTIC CITY, N. J. 


The Eastern Supply Association will hold its next 
ing at Hotel Strand, Atlantic City, N. J., on ‘Tuesday, 
lune 9th. The directors’ meeting will be held at 10 o’clo 


. 7 
t in the 


in the morning and the association meeting at 1 
afternoon, according to the official call just issued by 


4 


retary Frank S. Hanley, 261 Broadway, New York Cuits 


HAS DOUBLED ITS CAPITAL STOCK. 
The Joseph Dixon Crucible Co., of Jersey City, N. J., 
has filed a certificate with the Ser retary (>T the ; 
New Jersey, increasing its authorized capital stock from 


$1,000,000 to $2,000,000. 


IROQUOIS ENGINEERING CO. CLOSES ST. LOUIS 
OFFICE. 


[roquois ik neimeerme ® of Chicago, announces that tt 
has closed its office in St. Louis, Mo., temporarily and 
that for the Lime beime the heh Lou - hisime -t- wll bys 
handled from Chicago 

NOW LOCATED AT YOUNGWOOD, PA 

The Robertshow Mtge. Co. has recently m ed its head 
quarters from Pittsbu rh. a.. cs Y Wmawwv ) «| = 
it has much larger quarters than in its old location, havi 
two acres of ground on which its 40x164 


construction 
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BURNHAM BOILER MEN IN ANNUAL GET- “Reminiscences krom Forty Years’ Experience of Boil: 
TOGETHER. Manufacturing.” 


° — | leighton dwelt on th 






e theme. “How the Salesm 














The annual “yvet-together’” of representatives of the Can Assist the Credit Department.” 
Lord & Burnham Company, of Irvington, N. Y., took Harry S. Walsh did ample justice to the subject, “Sale: 








speakers were A. Elder, J. M. Heathertor 
T. C. Boswell 





and 
























Repre tive ‘ ine ¢ rom 1 ny ta s lit 
eee * ee e+e 
i | , | ‘ see e ee s8 es 
at the llotel Mart ue on thursday morning, and at ae 
‘ | , , 
9:30 a. 1 a body otf over eighty strong ot the hirms em 
Da aCdors Pas ardeqd frst if tive bs nnsvivania Station OT SsSOna ’ 
ind started off tor Visit to tiv concern s tactory il 

























Manning the Guns Is His Job. 





‘ ‘ ] > ] ] j ’ . ? 
put im place tiie bled SIN hocKked up and where the molten 


Saale mrom thre cupota . pt rec into them. "The blast Lhe larwue attendance at the meeting of the National 






furnace was another teature of interest to the visitors. Pipe and Supplies Association, which was held at the Bilt 





In th hiirnace t hie ron 1 | elted. coke heme ised 1) more Hotel, New York City, last W CC Ik, has been renner 





tead of coal to fire it [he coke is preferable becaus« ally commented upon in trade circles since the meeting. 





ifs mreeaon Iron s Ip ii and other undesirable cle- (one oft the mien who has viven much attention to the 


ments which the iron wuld absorb and hence cause the work of the association is W. kk. Manning, secretary and 








lowering of its standard veneral sales manager of the Youngstown Sheet & Tube 
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SCT] tives Al iif ae ci Mart i ‘ ie and during the even 
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ing t hie ir) Ss OUEestis were enterlTained at tiie [lippodron 













1, +] , + * ] ; 7 1, , —TEae ’ 1; 
where trey 'haW a TeV adi © l¢ ChHarimainy Opera, INa- 
‘? 1 ’ | 7 | 
Pore, with a wondertul chorus, assisted by vrand Opera 

































OuUS departments ot this plant, followed by a demonstra ba 

tion set-up of the new improved round boiler and a 

detached analysis of the construction and economy points. : . 
Lunch was served at the tactory. The atternoon was de 

oted to talks and discussions Lhe speakers were C. \W. 

(,ood. VW. RR. ( obb, | lder, a Ie King, \\ RR Stock 

wel] and . VW ‘ Putholl, who delivered a snappy and \\ > Manning secretary, and C;ener’al Sales Manage) OO} t 
dynamic talk on “Advertising thre Spark Pluew of Busi Youngstown Sheet & Tube Co., of Youngstown, 6; 











(‘o.. of Youngstown. ©. Mr. Manning is a well-known fig 


’ 





, , , 
lhe bie stunt of the two-day get-together session was 


h 


gathering of the manufacturers 


ure in the pipe trade—n 





the banquet at the Hotel Martinique in New York, whic 





distributors is complete without him. While not always 





vas held at 7:30 on Iriday evening. The representatives 





vigorously engaged as our artist seems to consider hin 


6 ». 
we're toid mm advance to omit the clad rags, and all ° . : 
' he is nevertheless continuously on the job when busine: 











formalitv—‘so that evervone could feel very much at home ) 
is to be done. 


and filled with happy thoughts 
‘ 


= |p . ’ ive hoare . . - , ‘ 

lhe festive boa | ©. P. Benjamin, general manager of the Detroit Val 
ul rics O : wentiet ut least were lentil - ans : . a2 . ’ 
luxuri ft a twentieth cent _ = 8 le if & Hittings Co. of Detroit, Mich., was a visitor in Chi 
evidence. and the guests ‘tried into 1t right royally. this 


pre sented a delighttul scene. ATL the 





week. He spoke optimistically of business condit 





\\ R. Stockwell graced the othce of toastmaster. an in Detroit. 


handled the job in a thoroughly top-notch way. Not Hl. A. Thrush, secretary and treasurer of the Tillman 





' 
| 7 


once during the evening did the well of wit and repartee lleating Devices Co., of 614 Massachusetts Avenue, 





run dry with Stockwell, tor he is always stocked-well with dianapolis, Ind., will start on the road May 15th to 
the genial stuff. on jobbers and trade in the interest of his compan 





W. A. Burnham, of the company, spoke on the topic products. 
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> EF. Morris, of Anniston, Ala., was in Chicago this 
week and called on some of his friends in the trade. Mr. 
\Mlorris recently organized the Standard Foundry Co. in 
the above named city, and he is president and general 
manager of this company. 

B. Kennedy, president of the Bartley-Kennedy Co., 
one of the leading heating contracting concerns of Pitts- 

gh, Pa., was in Chicago this week. Mr. Kennedy is 
an enthusiastic golfer and is president of the Central 
Trade Golf Association of Pittsburgh. 

li. Balmer, central states representative for The 
Peck Bros. & Co., of New Haven, Conn... was encountered 
by one of “Domestic Engineering” representatives in Pitts- 

reh, Pa., last week when he was just starting on a six 


eks’ trip through the western field. 


KF.) W. Schafer, jr., has recently been appointed Cali- 
fornia representative for the Radke Mfg. Co., of 177 
lackson soulevard, Chicago ak will make his head 
uarters in San Francisco. 

lacob Boll, plumbing inspector of Dallas, Tex., was 
| ted president of the ‘Texas State Asso lation Cr] Jour 
neyman Plumbers at the annual convention of this orvan- 
ization, held at Dallas on Friday, April 24th 


OHIO J. D. GLOBE, ANGLE AND CHECK VALVES. 


_—— ee 


\t the suggestion of the jobbineg trade, the Ohio Brass 


(o., of Mansfield, O., 1s just placing on the market a new 


line of brass valves, J. D. Globe, angle and check valves 
standard pattern, 150 Ib. working pressure. These valves 


are fully described and listed in the company’s new Cata 
log No, 50, recently issued,.as well as in a neat twelve- 
page booklet, just off the press. Parties interested in 
ilves of this type can obtain full particulars from the 


Ohio Brass Co. on request, mentioning “Domestic En 


cineerimng. 





THE DANGERS OF SEWER GAS. 


“The Dangers of Sewer Gas and How to Avoid Them” 
is the title of a neat and attractive booklet just issued by 
the Trenton Potteries Co., of Trenton, N. J. This book 
let contains an exceedingly well-written treatise on the 
above subject and it dwells at length on what it terms 


he plumbing,” 


the “one weak spot in 1 referring to th 
connection between the water closet and the soil pipe. 
This booklet solves the problem of a gas-tight connec- 
tion at this point, a problem on which men have been 


working for years. Parties interested in the solution of 


this problem can obtain the booklet from the above- 
hamed company upon request, mentioning “Domestic En- 


vineering.”’ 


CATALOG “A” OF ENTERPRISE BRASS WORKS. 


lhe lenterprise brass Works, of Muskegon, Mich., has 


J 


its Catalog “A” of plumbers’ brass goods, includ- 


ng compression basin cocks, flush valves, elevated ball 

, top and bottom supply ball cocks, nickel plated seat 
hinges, nickel plated compound and single action push 
evers, brass floor flanges, mickel plated flush pipe 
nipples, unions and bushings, ete. All these 


~~ 
+ 


rs. 
goods are fully illustrated and described in this catalog, 
which is well-printed on fine paper, and makes a neat book 

5 pages, 6x9 inches. Parties having any use for it 
can obtain a copy on application, mentioning “Domestic 


neering.” 
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make 


water supply 


pneumatic tank for 
black and gal- 
trom 30 inches by six feet, with a ca- 


a specialty of the “Hamburg’ 


systems for country homes, 


vanized, in sizes 
220 gallons, to 42 inches by 14 feet, with a ca- 


obtain 


pacity ot 


Interested readers can 


atalow 4. 


pacity of 1,000 gallons 


a copy of the concern’s | on request, mentioning 


“Domestic Engineering.” 


A NEW CATALOG OF MIXING VALVES. 


The Single Faucet and Flush Valve Co.. of 701 W. Ful- 


ton Street. Chicago. has 
Catalog BR, 
their line ¥ 


ilediehieatehdeeepemnnGanadamteiemmmenmameitoemme ria a 


This 1s a most con y- 
plete valve catalog 
special attention being 
paid to comprehensive 
illustrations of the 
LL 


The Fulber \T ix ;, 


shown in a va 


just issued yf ae 


covering 


goods 
er is | 
riety of combinations 
Its simplicity is. es 


patiated upon, and the 


urh fis 
PACE 1€ 


adaptability tor use in 
of the bath- e 


Kelmor Ol i 
Flush Valve CATALOG 8&8 


under a Va- 





every part 
room explained 

The 
Controlled 
is shown 
riety of conditions and 
its advantages discussed 

This 


a copy will be 


catalog will interest master plumbers generally, 


sent bv the manutacturers upon men- 


and 


tion of “Domestic Eneimeering.”’ 


The Sob! 7 
Metal 


Business has been extremely 














Copper. 


light, but a cut made in 
, cent per pound, bringing electrolytic down 
The 
other metals were stimulated by a prospect of war in Mex- 
ico, but copper was not so affected. It is evident that had 
the in Mexico for the last year the 


would have been much weaker, for the 


the week of 


to 14.25 cents, tailed to bring any volume of business. 


it not been for Wal 


copper situation 
cutting off of the Mexican supply has had much to do with 
the market. Consumers are buy- 


the streneth of 


ing sparingly, and it would not be surprising if the copper 


C4 ipper 


market worked to lower levels. 


Lead. 


\n advance was made early in the week by the Ameri- 


Smelting & Refining Co., bringing the wholesale price 
Vew VY ork 1] QO 2.90 


low . 


can 


of lead in cents. This. however, is 


extremely 


An Extremely Quiet Iron Market. 
Aside from the lack of attention to business due to dis- 
is well that manufacturers 


the 


cussing the Mexican situation it 


entire iron and 


for 


_ er | 
Im faCt, 


and 


had 


ot pig iron consumers, 


stecl trade. this condition to discuss. there was 
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very little business. The report of the United States S:vel 
Corporation in the first quarter of the year showing e2:n- 
ings of $18,000,000 was about as unsatisfactory as it c 

be. It compares with earnings of $23,000,000 in the 
cember quarter and $34,400,000 in the corresponding pe: 
last year. After the payment of overhead charges, bo: 
of subsidiary companies, bonds of the U. S. Steel ¢ 
poration and preferred stock dividends there was left 
the common stockholders only $64,000. 

No orders of importance have been made. Bars are a 
little weaker, shapes are being quoted at $1.15 Pittsburch. 
There is some little interest in the reported inquiry of the 
Standard Oil Co. for 100,000 boxes of tin plate. This n Ly 
so to Welsh tin plate makers, but it is evident that the 
\merican manufacturers will compete keenly for the order. 

The Standard Sanitary Manufacturing Co. bought 500 
tons of Southern iron at $10.50, and more iron from Nova 
Scotia has been ordered for Philadelphia. Prices are as 
follows: 

No. 2X Northern Foundry, New York.. 
No. 2 plain Northern Foundry, New York. 14.50 to 
No. 2 Southern Foundry, 10.50 to 
No. 2 Northern Foundry, Cincinnati....... 13.75 to 


No. 2 14.00 to 


..$14.75 to $15.25 
14.75 
11.00 
14.25 
14.25 


sirmingham.... 


Northern Foundry, Chicago.... 


_—— _ 


Old Metals. 
New York dealers’ buying prices are as follows: 
.. 312.00 to 


$12.25 
10.75 
£1.75 
11.75 
10.37 


S00 


Strictly crucible copper... 
Be ee 
11.50 
11,50 
10.25 


Uncrucibled copper wire........... 
Uncrucibled heavy Copper... 

No. 1 machine composition.... 
ea, 
No. 1 composition turnings............. 9.75 10.00 
No. 1 brass turnings.. 25 50 
New brass clippings...... 75 9.00 
ee ee ‘78 9.00 
eS 8 eS eee a 9.75 
Light brass 

Lleavy lead 

Tea lead 

Scrap zinc 

No. 1 


pewter.... seer 
Close cut solder joints............ 


SPECIAL TRAIN FOR PLUMBING INSPECTORS. 


Delegates to Minneapolis Meeting Will Have de luxe 
Equipment. 





The Inspectors of Plumbing and 


Sanitary Engineers are making extensive preparations for 
26 and 


\merican Society of 


the annual meeting at Minneapolis on August 25, 
o~ 
mt. 

They have arranged for a special train over the Burling- 
ton road, leaving Chicago at 6:30 p. m. on August 24. The 
morning will be for sightseeing 
the beautiful Mississippi, a trip that fur- 


nishes ever-changing scenery every mile along the way 


early hours available 


along upper 
President Thomas J. Claffy, whose office is at the City 
Hall, Chicago, is planning the special, and will keep the 
members advised as to the details. The ladies are to he 
a dominant factor, and the special is being planned for 
their comfort. 

Ouite a few of the members are planning to make tl. 
a part of their vacation trip, and will spend some time 
the Minnesota lakes in camping and fishing. 
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Detroit and Vicinity. 


Carpenters are very busy putting in the necessary par- 
itions in the new quarters of the Detroit Master Plumb- 
ers’ Association in the New Telegraph building. A parti- 
tion will make possible a private office for Secretary Si- 
mon, another for an executive meeting room, which leaves 
a large assembly room for the members. 

Schwarts Bros. have been awarded the contract for the 
installation of the plumbing and heating in a block of 
brick stores and flats being erected on Gratiot Avenue, 
near Meldrum Avenue. 

Otto A. Wurm & Co. have the plumbing and heating 
contract for the brick residence on Burns Avenue, for 
B. Middleditch. 

Victor D’Hondt, the Sherman Street plumber, has pur- 
chased property on East Grand Boulevard for $4,000, and 


-—- 


will erect thereon a magnificent residence in the form of 


a duplex, occupying one himself and renting the other. 

The Detroit Heating & Refrigerating Co. has secured 
the contract for plumbing and heat:ng in the two-story 
brick store and flat building being constructed on Grand 
River Avenue, near High Street, for Allan H. Fraser. 

Carroll & Wyma will do the plumbing and heating in 
the new Woodstock apartments on Peterboro Street, near 
Cass Avenue. 

A. P. Collard has the plumbing and heating contract 
for the two-family veneer apartment being erected on the 
west side of Trumbull Avenue, near Hudson Avenue. 





| Ohio |} 


Cincinnati and Vicinity. 

While the plumbers in and around Cincinnati are not 
by any means as busy just now as they could wish, there 
is some work going on; and judging from the number of 
buildings projected, including several of considerable size 
and importance in the amount of plumbing and heating 
work which will be required, it looks as if the remainder 
of the spring and the summer will not be at all slow. 
Among the buildings in sight are the following: <A $200,- 
000 office building for the Western & Southern Life In- 
surance Co.;: a $100,000 building for the Colored Y. M. C. 
A., which will have a swimming pool, showers, etc.; a 
$60,000 building for the Sisters of St. Joseph, for which 
the plans have been approved; an addition to St. Ursuline’s 
Academy, for which Henry Dunhoft has been awarded 
the general contract; and a number of smaller jobs, in- 
cluding six houses, costing in all about $21,000, to be 
built by owners on plans drawn by Architect Anthony 
Kunz. The county commissioners will spend $100,000 on 
anew building for Longview Hospital; and with this and 
other work in prospect, indications are that the usual 
volume of building will be in progress during the remain- 
der of the season. 


program issued at the park, featuring the fact that they 
installed the entire plumbing and drainage system for the 
grandstand and the park as a whole, which is one of the 
finest baseball plants in the country. 

Walter Mullen and Edward B. Kline have been ap- 
pointed members of the Cincinnati Board of Examiners 
of Plumbers, succeeding James Cripps and Frank Moeller. 
All are well known to the trade in t 

Jerry Hennessy, who is well liked among Cincinnati 


his city. 


plumbers, has been appointed assistant plumbing inspector 
for the city, and will serve in that capacity under Safety 
Director Holmes, who is making a vigorous campaign for 


if attention 


a clean and healthy city, with a large shar 
to the plumbing end of the program. 

An ordinance has been introduced in the citv council 
of Cincinnati providing for the creation of an examining 
and licensing board “whose duty it shall be to examine 
and pass upon the qualifications of persons who offer 
their services to the community as master plumbers,” this 
being the wording of the measure. A license fee of $5 
is provided for. The ordinance has been referred to a 
committee. 

Bids will be received shortly for the plumbing and heat- 
ing work involved in the construction and equipment of 
a new city hall at Norwood, O., a suburb of Cincinnat! 


The building will cost about $85,000. 


Fremont. 

Just as soon as the office of plumbing inspector is 
created by the state and local boards of health, the city 
of Fremont, O., will appoint this officer. The local city 
council at a very interesting meeting a week ago voted in 
favor of this officer being appointed. State Plumbing In 
spector wa <3 
Wood, of Toledo, president of the State Association of 
Master Plumbers, were present at the meeting. Both of 
l'remont 


Groeninger, of Columbus, and James A, 


these officials came in the interests of the 
plumbers, who have been desirous for some time of having 
this office established. Mr. Groeninger defined the state 
law and through statistics showed that inspection of 
plumbing promoted better health. He declared that under 
state inspection much delay is occasioned, which means 
a loss of time to contractors, as well as owners of build- 
ings. President Wood offered a suggestion whereby the 
office could be made self-supporting and perhaps run at 
a profit. He estimated that there will probably be 400 
inspections during the year and that at $2 per inspection 
would amount to $800, while in addition many fixtures 
would have to be inspected at 50 cents each, which would 
swell the total to $1,300. At that figure a salary of $75 
per month could be paid the inspector, and the city would 
have money left over. Both Mr. Wood and Mr. Groen- 
inger maintained that the standardization of plumbing in 
the state would be a good thing and that there would be 
better health conditions. The meeting attracted consid- 
erable attention, as the fight for the appointment of a 
plumbing inspector has been one of long duration. ‘The 
final decision of the council in favor of the office being 


created was greeted with much enthusiasm. 
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Not A rieat Just Lost 
Tr ‘ cy reached in tne 
Peerless Gas Boiler 
Combu vf travel over greatest possible area 
or se? tive heating irface 
xc] ‘ t 
Cc i t ID iKé nte r easil accessible for 
ie maf Bis ‘ 
Special Burner give economical results 
Write for descriptive catalog. 
PEERLESS HEATER COMPANY 
PITTSBURGH, PA. 




























Mounted on a Pedestal 


Wearing Its Little Apron 


Ea at 










Iron 
City 
Child’s 
Bath 






Size 24x33", 
with apron, 
and mounted 
on a pedes- 
/ tal. 















“Out of the mouth of every Babe comes wisdom!” 













Iron City Sanitary Mfg. Co. 
Pittsburgh, Pa. 
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Akron. 
The Master Plumbers’ Association, of Akron, O., held 
the first of a proposed series of “cet-together” meetitics 


at Young’s hotel, in that city, a few evenings ago, at 
which the wives of the members were also present. It is 
stated that one object of the meetings is to enable the 
women to get better acquainted with each other, in order 
that an auxiliary organization may be formed by th 
Plans are under discussion by the members for the en- 
tertainment of the Ohio State Master Plumbers, who 
will hold their convention in Akron next February. 
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Fitch & Allbe, of Townshend, have moved their plu: 
ing, tinsmithing and hardware business into new quarters 
on West Street where there is better opportunity for the 
display of their stock and more room to care for their 
increasing business. 

The plumbing establishment of W. J. Pentland, Jr., at 
Brattleboro, has been greatly improved recently by the 
installation of plate glass show windows. Other improve- 
ments in the interior of the store have also been made 
and Mr. Pentland now has an especially well arranged 
show room. 


i Rhode | Isl | and J 














Members of the Pawtucket Master Plumbers’ . 
tion are planning to substitute an outing for the usual 


Assi \Cla- 


annual banquet. At the next meeting a committee is to 
Several 
new members have recently been added to the roll of the 


be named to make the necessary arrangements. 


association, 

Jean Catri, a plumber of Providence, with place of 
business on Federal Hill, has been adjudged a bankrupt 
on petition of creditors. 








| Massachusetts 








The bill of President George Smith, of the state asso- 


‘ciation ot master plumbers, defining a master plumber 


and providing that none but such master may _ secure 
permits for plumbing work, has been favorably reported 
in the legislature by the committee on public health, in 
accordance with the announced intention of the commit 
Lee, 

\lthough new bids have been received for the general 


contract and for plumbing in the new Moseley school 
building at Westfield, the committee in charge of the erec- 
tion of the building has not yet placed the contracts, as the 
total still exceeds the amount of the available funds. Bid- 
ders for the plumbing were Moseley & Machin, Westlicld 
43.050: W. M. & W. E. Ahearn, $3,198. 

Blackman Bros. Co. is the name of a new firm of en- 
vineers and contractors in the steam, hot water and n ill] 
piping business at Fitchburg. The firm has establis! ed 
headquarters at 128 Pearl Street. The senior member of 
the firm is John E. Blackman, who had been associated 
with the Jennison Plumbing Co. for 15 years. His broth- 
er, William R. Blackman, is his partner. When John 
Blackman resigned his position with the Jennison Com- 
pany last week his fellow employes presented him wit! a 
traveling bag as a token of their esteem. 
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Plumbing Inspector Coakley, of Haverhill, has started 

vigorous crusade against unlicensed plumbers in his 
ity. Complaint has already been filed against two men 
who are alleged to have done plumbing work without 
the necessary permit, and other steps are expected to be 
taken. 

The legislative committee on ways and means has be- 
fore it a bill providing for an appropriation of $10,000 

r installing new toilets and improving the sanitary con- 
ditions generally at the state normal school in Worcester. 
\t a hearing last week Principal Aspinwall of the school 
ind others appeared in support of the bill. 

A. A. Tobey, who has conducted a plumbing and hard- 
vare business at Hinsdale for the past two years, has 
closed his establishment and will leave town. 

The state board of plumbing examiners conducted an 
examination at Worcester last week at which 36 appli- 
cants for plumbers’ licenses appeared. They came from 
Framingham, Webster, Westfield, Fitchburg, Northamp- 
ton, Springheld, Clinton, New Bedford, Leominster and 
Worcester. Twelve sought masters’ licenses and the re- 
mainder were candidates for Journeymeu’'s certificates. 

Frederick E. Murphy, inspector of plumbing at Clinton, 
is soon to commence a personal tour of inspection of 
plumbing and sanitary conditions in every manufacturing 
plant in Clinton. ‘This inspection, Mr. Murphy declares, 
will be the most thorough the town has ever had and no 
one will be exempt. If conditions are found unsatisfac- 
tory in any instance the owner or occupant of the prop- 
erty will be required to make the necessary alterations 
to comply with the law. 


Wood, Brightman & Co., the oldest business firm in 
\Vew Bedford, Mass., has just celebrated its 70th anni- 


versary. For 62 years ot this time the firm has been 
engaged in the plumbing and heating business. <A flag 
raising commemorated the anniversary. The concern was 


founded in 1844, doing business in tinware, sheet iron, 
copper, stoves and ranges, with three or four employes 
who carried their tools in baskets. From the basket days 
the business grew until it became necessary to use a 
wheelbarrow to carry the tools, then a horse and wagon 
and now an immense motor truck. In 1844 there were 
three or four employes—now the number varies from 30 
to 40, according to the season. In 1852 the firm added 
steam and gas fitting and plumbing to their other de- 
partments and soon it became necessary to seek larger 
quarters. There is still in the firm’s employ one man 
who worked for it when the business was. started— 
Thomas J. Gifford. Another employe has been with the 
concern 54, another 32 years, and William S. Raphael has 
had charge of the plumbing department for over 20 
years. 

Members of the Master Plumbers’ Association of Lynn, 
Mass., claim to be pioneers in a new plan to boom their 
city which is famous the world over as the center of the 
shoe manufacturing industry. At the recent Massachusetts 
convention in Boston every member of the Lynn delega- 
tion wore a ribbon badge on which was inscribed the 
motto: “The Best Made Shoes are Lynn Made Shoes,” 
together with the imprint of the Lynn Master Plumbers’ 
\ssociation. Over this hung a small piece of leather 
cut to represent the sole of a shoe. The badges were dis- 
tributed freely at the Boston convention and the national 
otheers and other guests carried them home as souvenirs. 
Many other organizations in Lynn are planning to wear 
similar badges to conventions and elsewhere and thus 

‘Ip to boom their city. 
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The A. D. M. Co. Traps 
and Wastes Satisfy 







because they are made right and are perfect in 
construction, design, and finish. Chey are sure 
to please your customers and will Save vou time 


in installing, as they fit the fixture perfectls 
Ask your jobber to supply you. Send for book- 


let Vil ( plete 
line or A. D. M. Co 
N - {Ast Israss 
Wastes and Deep Seal 
} Cast Bra and 
Bent Tube ss and 
I Traps 


A. D. Manufacturing Co. 
Detroit, Mich., U. S. A. 











The MURDOCK 
Self - Closing Hydrant 


Works under any regular pressure 


Every Genuine MURDOCK 1s thoroughly tested be- 
fore it leaves us. 

They are made with a heavy phosphor bronze spring 
which insures positive action at all times. 

Always working, winter and summer because it is 
absolutely frost-proof. 

If you want a satisfied customer and a self-closing 
hydrant that requires no attention after installation, 
be sure it is a GENUINE MURDOCK bearing our 
full name and label. 


Send for further information. 


The Murdock Mfg. & Supply Co. 


Cincinnati, Ohio 

















WHY THE “WILBOW”? 


Because = it 14 => 
product of long study 
by Flush Ball Spe 
‘talists who have a 
covered how to elim 
inate the weak poi 
of flusl ba lis. 
4 trial will make 
a ‘““‘WILBOW”’ user 
or you 


Write for our prices 


At once 


The 
Williams - Bowman 
Rubber Co. 
173 N. Green Street 
CHICAGO 




















The “ANY ANGLE” == 


Roof Flashing navestoaie 
IS a great money saver for F an | 


the plumber. 

Makes a simple, prac- 
tical, adjustable and dur 
able roof joint. 

Requires only a screw 
driver and hammer to put 
the flashing on. 

Piumbers say it is the 
best ever—for Soil and 
Wrought Iron Pipe. 

If your jobber cannot 
supply you, write us. 

Manufactured by 


The Canton Supply Company 
Canton, Ohio 
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The Patterson Hot Water Tank 


is a long stride in advance in tank construction 
Unlike the ordinary hot water tank, there are 
no coils and return bends to become leaky. 


No Idle Heating Surfaces 


The Patterson contains a number of tubes hav- 
ing greater area than the steam pipe, so that all 
condensation discharges as rapidly as it forms. 
explaining other advantages 
of the Patterson Tank. 


Write for ¢ atalog 


Frank N. Patterson & Co. 


26 Cortlandt Street 


NEW YORK 
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Soe 


Make Friends of Your 








Customers by Recommending 


ani-Flush 





Every housewife who 
knows its merits will 
welcome its use. 

Cleans every part 
ot a closet bow] thor- 
oughly in a few min- 
utes—simply shake a 
little SANI-FLUSH 
in the bowl and it 
does the work with- 
out scrubbing or 
scouring, 

Will not injure 
bowl or metal pipes. 

Strictly in the 
plumber’s line. You 
can make big profits 
handling it. Write 
us. 


The Hygienic Products Co. 
Dept. D, 220 Eighth St., S. E. 
CANTON, OHIO 

















—}/o)(c 

















! 


en 





—)(o/(cS)e 





Vic oic= 





mmm 











ENGINEERING Vol. LXVII, No. 3 


Connocticut 


i or oe ee 

( ontracts for the new State Street Schoolhouse in Ne 

Hlaven have been awarded. The plumbing contract wet 
to Lawrence Kling for $2.585. 


a rrr 





| 


The Thomas Co., of New Haven. has been awarded the 


contract for plumbing and furnace heating in a two-family 
house at Second Avenue and Center Street, for Xavie: 
Pfaff. 

Plumbing and heating in the proposed new addition to 
the dormitory building on Sherman Avenue, for the New 
Haven Normal School of Gymnastics, will be done by 
J. M. English, of New Haven. 

Thomas J. Quinlan, T. E. Burns and A. E. Weiant. 
members of the New Britain Master Plumbers’ Associa 
tion, appeared betore the ordinance committee of the city 
government last week to discuss the proposed new plum] 
ing ordinances for New Britain. 

Bridgeport plumbers have many contracts in hand. 
(arlson & Benson have a contract for plumbing in a 
summer cottage that 1s being built for Mrs. R. G. Betts 
at Fairfield Beach; N. B. Curtis & Co. have contracts for 
plumbing and heating in a three-family house on Poplat 
Street for Mrs. Susan Johnson, plumbing and heating in 
a three-family house on the same street for L. W. Brown 
and plumbing and heating in a three-family house on 
Madison Street for C. G. Gacesare; A. E. Roberts has 
the contract for plumbing and furnace heating in a hous: 
for Max Kirschner on Gurdon Street; Wheeler & Dona- 
hue are doing plumbing and heating in a house on Rocton 
Street for F. B. Wheeler; W. E. Clark has a contract for 
plumbing and hot water heating in a house on Terry 
Strect for Mrs. Jennie Cole; Seifert Bros. will do the 
plumbing and heating in four two-family houses on Cedar 
Street for Angelo Laconte; W. F. Smith is to do the 
plumbing in connection with changes being made at the 
residence of Alice G. Meachen on Stratford Avenue; 
Louis Schine has the contract for plumbing in a store 
and tenement building at the corner of Main and Henry 
Streets for Goldman & Schine; and Herbermeihl Bros 
have plumbing and heating contracts tor a house on 
Waldorf Avenue for J. F. Oberg. 

The Hutton Bros. Co., of Winsted, has been awarded 
the contract for installing a hot water heating system in 
the house of George F. Drake on Hillside Avenue in 


that city. 





Kansas | 


Salina. 


The Salina Plumbing Co., of Salina, Kans., has just se- 























cured the contract for the plumbing, heating and gas fit- 
ting in the new postoffice building at Concordia, Kans. 
Consideration, $6,500. This company has just finished the 
installation of plumbing, heating, vacuum cleaning, elec- 
tric wiring and silent call systems in the St. John’s Hos- 
pital in Salina, and the installation of heating, plumbing 
and refrigerating systems in the St. Francis Hospital at 
Topeka, Kans., also the heating in the State Printing 
Plant and the Memorial Building, both at Topeka. The 
Salina Plumbing Co. is very progressive in every respect 
and it has what is probably the most up-to-date plumbing 
office system in the State. The officers of the company 
are: J. A. Skelley, president, and A. M. Geis, secretary 
and treasurer. 
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California ee ee eee ee Ses 


San Francisco and Vicinity. 





\ccording to State Senator John Cahill, president of the 


Sr) 


(California Association of the Master Plumbers of Cali- 
rnia, the most important question facing the thirteenth 
nvention of this organization to be held in Los Angeles, 

on May 20th, 21st and 22nd, 1s the credit question. Mr. 

Cahill says that the manner in which credit has been 

eranted and debits carried, is not only ruinous to the 

creditor, but to the debtor also, and under such condi- 
ion incompetency and chicane discourage and demoralize 
competency and integrity. For this reason Mr. Cahill 


wants the question of “credit,” “cash discounts” and ger- 
mane features to be among those most prominent before 


the convention. Another old evil eating deeper and 


deeper into the plumbing business so that it became a 
menace, is sub-contracting. The forces insidiously digging 
at the very foundation upon which the master plumber as 
a business man. stands, are the strongly organized 
“brokers,” who skim the profit at the expense of the 
master plumber. Mr. Cahill finally states that the task 
of the master plumber as a practical sanitarian, is but be- 
gun, and that the public has as yet failed to realize the 
usefulness of the public comfort or convenience stations, 
a usefulness both moral and physical. The _ president 
very urgently reminds his fellow members of the associa- 
tion that it devolves upon them to so profit by an ex- 
change of views and opinions brought before the con- 
vention that they shall be enabled to add to the knowl- 
edge of the 32nd annual convention of the National Asso- 
ciation at Atlantic City, N. J., in June, 1914. 

Frederic A. Wilson, of William F. Wilson Co., treasurer 
of the state executive board, believes that the work of 
rebuilding San Francisco being about finished there re- 





mains nothing else for the San Francisco plumber to do 


Let the Latest Improved 


HOFFMAN WATER HEATER 


increase your 1914 profits. 


but to wait for the time when the plumbing fixtures will 
get a little older and need repairs. This state of affairs 
could have been foreseen immediately after the big fire 
in 1906. A city destroyed by fire has to be rebuilt some- 
time, and as a good San Franciscan Mr. Wilson is proud 
of the quick work and the good job. Ot course, the plumb- 


Every “HOFFMAN” you sell or 
install is a recommendation for you 
and will mean More Business and 


More Profits. 


ing business before the catastrophe was steadier than it is 
now, for the houses were old and needed repairs. The 
present San Francisco is really a youth just getting ready 
for a dress parade before the whole civilized world, which 
is invited to see the wonder of resurrection from ashes of 


; 
i 


he California phoenix-city at the Golden Gate. 


Something Entirely. New 
This Heater is equipped with our 


New and Improved Thermostat 


Nothing like it on the market. Acts 
on Water Valve instead of on Gas 
Valve, making it the simplest, most 
positive and practical Valve ever 
devised. 


This feature alone makes it worth 
your while to investigate. 


The Robert Dalziel, jr., Co. has been awarded a $3,697 
plumbing contract and a $5,467 sheet metal contract, both 
for the pustoffice in Berkeley, Cal. 

Mangrum & Otter received the heating and ventilating 
contract for the “Old Faithful Inn” put up by the Union 
Pacific System on the fair grounds, 

The San Francisco Board of Supervisors has appro- 
priated $7,500 for a public comfort station to be erected 
in the Hamilton Square in the near future. The Board 
ot Public Works will shortly call for figures for the con- 
struction of the Cooper School, a two-story and basement Write today for full particulars. 
reinforced concrete building, and for a one and a half 
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| THE 

story Class-A morgue and laboratory building to be erected 

at the city and county hospital. HOFFMAN HEATER COMPANY 
Sealed bids will this week be received by the Exposi- LORAIN, OHIO 








tion Company for constructing the California Building. 


> 
Separate bids will be received for plumbing, gas fitting, Cr L) 
os I I IY a 


water supply, heating, electring wiring and elevators. The 














Water Tight Connections 
In Soil Pipe Work 


The easiest and bestmethod of making absolutely water tight con- 
nections in soil pipe work, isto use 


The Sisson 
Insertable Joint 


This joint does away | ' a | 7 is 
with the old method & ' oe ae 
of springing the 
stack or removing 
whole lengthsof pipe. 
Withthe SISSON 
it is never necessary 
to disturb pipe 


PATENTED 
OCT. 5 .18697. 


R. ESTABROOK’S SONS, South Boston, Mass 
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Prompt Shipments 





MEAN PROFIT AT THIS 
SEASON OF THE YEAR 


BUY 


LOGAN RADIATION 


Highest Quality and Efficiency 
and Satisfy Your Customer 





Logansport Radiator Equipment Co. 
LOGANSPORT, IND. 























We issue a 70 page Fully II- 
lustrated 2-color Catalog. We 
will gladly mail it on request 
lt describes and illustrates 
the advantages of the 


Dunning Steel Boilers 


000 in use; over 1,000 1n 
U. S. Army Posts Cannot 
crack; will burn any fuel. 

Our Catalog No. 55 shows 
Pneumatic Tanks. Ask for it 





New York Central Iron Works Co. 
Box 68, Hagerstown, Md. 




















LOEW VICTOR 
PIPE MACHINES 


Built for hard service and 
constant duty. 


Belt, motor and _= engine 
drive; also hand operated. 


Self-locking and adjusting 
die head. 


Capacities from % inch up. 


The Loew Manufacturing Co. 
9300 Madison Ave. Cleveland, Ohio 
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China national pavilion will be started soon. The new r: 
public has made an appropriation of $350,000 for particip 
tion at the Exposition, and the work of collecting exhib 
has already been started. 

Alex Coleman has been awarded a $19,448 plumbing co: 
tract for the B. M. Burbank Hotel at Post and Stockt: 
Streets. The Western Furnace & Cornice Co. has 1 
ceived a $6,743 contract for roofing and sheet metal wo: 
ind the Rex Electric & Construction Co. has been award: 
a $4,543 contract for electric work. 

Other Cities in the State. 

Berkeley.—A_ three-story Phi Delta Theta fratern 
building will be erected on Hearst Avenue for $20,000 

Los Angeles.—A large hotel] 1S planned by the Rit 
Carlton Hotel Co., to be erected in the vicinity of th 
Central Park district. A ten-story fire-proof hotel will 
built on West Sixth Street at a cost of $210,000. A twelyv: 
story Class-A fireproot exclusive hotel for women will 
started shortly at Fourth and Olive Streets. Further 
formation can be obtained from G. Griffith Jones, Sout 


California Automobile Club, Los Angeles. 





Venice.—A_ four-story hotel with 250 rooms, grill and 
afe will be built at a cost of $50,000 by Fred A. Ripley, 
on Westminster Avenue 

San Diego.—The government will probably expend $250,- 


O00 for improvements in ort Rosencrans, according to 


Major General Murray, commander Western Division of 
the U. S. Army 
Long Beach. \ $300,000 auditorium with permanent 


concrete pier approaches will be built for the city by the 
J. C. Working interests, for concessions and bath ac- 
commodations with arrangements for auditorium and con- 
vention hall privileges for 35 years. Robert C. Dye is at- 
torney for the | a ee \\Vorking interests and an agreement 


with the city council is expected to be reached soon. 





Bakersfield.—The Loyal Order of Moose is expected 
erect a $2,000,000 Sanitarium for tuberculosis patients in 
Tucson, Ariz. W. T. Giles, supreme secretary of the 
order, was Tucson a few days ago. 

Pataluma.—Extensive alterations will be made in the 
(‘ontinental Hotel. The building will be steam heated. 

\rlington.—A. E. Timons will open a plumbing business 
in this town. 

Hayward.—Geo. C. Amussen is now the manager of the 


new Hayward Hardware & Plumbing Co 


Wa shin gton | : 

















Tacoma, Apr lication for a franchise has been filed wit 
the city clerk by the Tacoma Heating Co. The company 
is capitalized at $300,000 and its plan is to sell hot water 
heat. 

Seattle —The contract for installation of a sprinkle 


-* 


system in the railway barns on the Municipal Street was 
let to the Fire Protection & Equipment Co. for $3,300 

North Yakima.—The Central Heating Co. 1s considering 
building its own steam producing plant. The company : 
has a bond issue ot $20,000 and the trustees have been a 





. 
? 


authorized to retire these bonds and make an issue 0! 






$40,000 if they should decide to build. 











Architect Edward J. Weber, of the Renshaw Building, ; 
Pittsburgh, is preparing the heating plans for the syno¢ 4 
hall and chancery now under construction for the Diocese 3 





of Pittsburgh, on Craig Street, in that c-ty. 





y 
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Plumbing Department. 
1,093,601. Bath Trap and Overtlow. John A. Blich- 


mann, Dubuque, Iowa. In a device of the character de- 


scribed, basin, a bulb, a ball valve in the bulb, a tube con- 
nected to the bulb and opening directly upon the top ot 
connected to the bulb and set 


ball 


eivine 


the ball valve, a waste pipe 


substantially in the same horizontal plane with the 


alve, and a siphon in the bulb connected to and re 
outlet of 


trom the base of the the ball 


water 


the waste 


\ alve. 








2? ‘* 
“L “, j ut 
, 4 
4 ws 1,093,772 
.2 = 
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. | 
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John Ellis, Pittsburgh, 


signor to Beler Water Heater Company, Pittsburgh, Pa., 


1.093.772. Gas-Burner. Pa., as- 


a Corporation of Pennsylvania. A gas burner, comprising 


a tubular gas inlet terminating at its outlet end in a 
chamber head, an inverted cup-shaped burner cap seated 
upon said head over the outlet and provided thereabout 
with spaced gas outlets, and a gas chamber having an 
integral head at its face portion also seated upon and 
secured to the inlet head and inclosing the burner cap, 
said chamber having a transversely-disposed ftorwardly- 
projected the upper 
thereof, and a gas outlet directly beneath and in parallel 


relation therewith formed through said face portion. 


flange formed upon face portion 














’ ‘ ~~ 
1,093, 4 ge 


Mechan- 


Gas-Valve-Operating 


Thermostatic 
ism. John Ellis, Pittsburgh, 
Pittsburgh, 


Pa.. assignor to Beler Wa- 
The combination of a thermostat, a lever 


er Heater Company, Pa., a Corporation 
Pennsylvania. 


operated thereby, a valve, a member engaging said valve 


and pivotally mounted to said thermostat-operated lever, 


a spring interposed between said member and_ lever, 
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leading hite 
| sot 
na Sanita? ene 
Tie’ ‘~ Spec ? 


Aluminum 
Seats 





Write today for circulars and full detail 


1167-1175 Jefferson Ave., East 


Largest Mfrs. of Aluminum Tanks 
and Seats in the World 


, 


“Sherwood ’ 


( ( ] 
ynitay 
\\ ’ ’ ‘ ' 
ory ] é thie ry 
I iT { ( ! 
tron seat 
Highly polished—may be cleaned wit! vate 
without injury. 
Made to last a lifetim 
We want you to have a sampl “Sherwood” seat 
vour display room and will send you one (one only 
by parcel post at one-half regular price 


SHERWOOD BRASS WORKS 
Detroit, Mich. 











If it’s PROFIT you are 


looking for, here it is 


Sell the highest grade water power washer on the 
market. 


| 


The height of mechanical perfection has been 


tained in this motor. Think of it—a motor with 


working parts; no gears, no check valve 


When , yor 


washer, 


sell this 
your responsi 
bility ends, as we guar- 
iotors for 


antee our n 


CvGon 


Write us today for price 
(91) t he 


“Ladies Friend’ 
Power Washer 


Write 


Dayton Welding & Manufacturing Co. 


29 Kenton Street 


Dayton, Ohio 





Dept. D). 
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Crawford Combination 


Having lead jaws, is the only vise made 
that will hold brass and nickel plated pipe 
securely without ecratching or marring. 

Lead jaws can easily be removed and re- 
moulded. 

Also equipped with steel jaws which will 
grip firmly any pipe up to 1% in. iron size. 

Light, compact, easily carried. Can be 
readily secured to bench, board or door 
frame 

Every plumber and 
fitter should have this 
great labor-saver No 
other vise or attach 
ments needed on the 
job. 

Write today for prices 


Joseph H. Young Co. 


82 High Street 
Boston, Mass. 
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The Wentz Thermostat 


Built Right— Works Perfectly—- Adapted to 
temperatures ranging from 


F REEZING to BOILING 


: . 
vorking parts to wear out. Us 
} } 


me of these vaives and you will order 










Plumbers will be mterested in our new 
et! miof installing it cheapens 
ostand increases efficiency 

Write for circular and prices 


Wentz Patent 


| The Wentz-Yoder Mfg Co. 
Cleveland, Ohio 























Horigan Aqua Expansion Tank 
PRICE, $11.50 NET 


A real money saver for Hot Water Heating 
—no attic expansion tank needed. Cheaper 
than any heat regulator or generator. Con- 
tractors save money on piping—%-in. risers 
to first floor—%%-in. on second—none needed 
larger than 2 in. Reduces pressure In- 
creases efficiency Saves fuel. On five to 
eight-room houses, you can make a price in 
competition with a Hot Alr Furnace eontract. 
Big demand Send for full details 


HORIGAN SUPPLY CO. 


ST. JOSEPH, MO. 














One — Only — One 


That’s right—there’s only one 
generator—and that’s The Master- 
piece possessing these qualities: 

Always retains 10 lbs. pressure. 

After discharging reseats at not 
less than 9 lbs. thus losing no heat 
already gained. 

Perfect, simple, attractive and inex- 
pensive—in short THE MASTER- 
PIECE. Manufactured by 


THE WATSON SPECIALTY CO. 


Terre Haute, Ind. 
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means to regulate the tension of said spring, and means 
to limit the movement of said member. 

1,093,626. Plumbing-Fitting. Charles P. Hulbert, Chi- 
cago, Ill., assignor to Hulbert & Dorsey, a Firm com- 
posed of Charles P. Hulbert and John T. Dorsey, Chi- 
cago, Ill. A drain for closets and the like comprising, in 
combination, a plurality of inclined pipe sections located 
in alinement and a plurality of integral fittings each com- 
prising a tubular part interposed between and connecting 
adjacent pipe sections and a vertically extended lateral 
receiving chamber communicating with the bore of the 
said tubular part and having an upright end wall, the 


> 








_**rrrreorrrerre ror we 








ale 1,093,626. 


said end walls of all of the said fittings being drilled at 
the same elevation for connection with the horizontally 
directed outlets of wall closets and the like. 

1,093,684. Water-Filter. Richard Campbell, Liverpool, 
England. Ina filter, the combination of a chest or cas- 
ing provided with two chambers, one chamber being pro- 
vided with an inlet opening and the other with an outlet; 
and a filtering member removable as a whole and adapt- 
ed to be mounted in said chest, said member comprising 
a centrally-disposed diaphragm having openings or pas- 
sages extending therethrough, shells secured to and car- 
ried by said diaphragm upon opposite sides thereof, a 
filtering medium mounted upon each of said shells, and 
means for securing said diaphragm and shells in position. 





1,093,689. Washing-Machine. Frank Dumas, Burke, 
N. Y. A washing machine comprising a tub, a hinged 
top therefor, a rotary beater mounted on the top, an act- 
uating lever also mounted on the top operatively con- 
nected with the beater, said lever including a handle pro- 
jected beyond the top and horizontally swingable relative- 
ly to the said top, a tension device mounted on the tub 
with which the said handle engages when the top is down, 
and which operates to limit the swingable movements of 
the said handle, the said handle having a longitudinal 
slot, the said tension device consisting of a resilient mem- 
ber whose free end projects upwardly and is held to e 
tend into the slot of the handle when the latter is swung 
down, and supplemental tension members that connect 
with the resilient member at each side thereof, said su; 
plemental tension members being secured to the bod: 
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of the tub and disposed at right angles to the resilient ss ss a ae am 
: 

member. * 2 : Bs 
: , y Q lity First x 

1,094,058. Water-Meter. Horace Chrisman, Edgewood * uaill y rirs eS 

° : . . °° ? 

Park, Pa., assignor to Pittsburg Meter Company, a Cor- “ eo “ 
poration of Pennsylvania. In a water meter, a wheel cas- py : . 
? Sigh : ‘ *;° We Spec lalize on » 4 

ing provided with peripherally disposed inlet ports, out- *f Packless Radiator > 
let ports, and retarding means located adjacent to said “ Valves. eS 
. ‘ . ° +¢ 7 

outlet ports, an outer casing provided with inlet and “ 3, 
o,6.8 , . ; 

outlet ports, a wheel located within said wheel casing 4 * 
d o* 

and provided with a hub of relatively large diameter and “ “ 
. ° °° +* 

means provided with apertures whereby the lower face pf =" 3, 
b ant tak to eubice . : ie 7 & on a Radiator p 
of said hub 1s subjected to a pressure less than the pres- 5 valve is your guar- +. 
sure within the wheel casing. * antee of 100% . 
+¢ _ . +¢ 

: ? . ‘jency t 
1,093,994. Sewage and refuse separator. Burkhardt a — .% 
+--+ +¢ 

Kaibel, Darmstadt, Germany. In a separator the com- “ “e 
as ° e ° z oe . 
bination of a settling tank or vessel, an annular perforat- “ + 
ed pipe or chamber in said tank or vessel, the perfora- 3. 3, 
*,¢ 

110ns being only on its inner circumference, means for “ “ 
. . ° ‘ °° +.* 
admitting matter to be separated to said annular pipe or 5 “ 
chamber, a second annular perforated pipe or chamber Z ‘ 
located below said first-named annular pipe or chamber “ “ 
° ° ° °° ¢ 
with the intervention of a clear space between them, and . e 
means for drawing off water from said clear space. 2. Careful workmanship, highest grade material and our %& 
~ rigid factory tests, make it possible for us to give you “ 

*+* - . Pe 

& our binding guarantee. Re 

“ : RI 

of Our new valve literature and our latest price list & 

+¢ ' : pa 

p 4 should be in your files betore you tigure o1 specily an J. 

3 ;' ; ; 

y 4 other job. Write today = 

+7 

a oe 

: THE DOLE VALVE CO. } 

4 208 N. FIFTH AVE., CHICAGO * 

. | 

3. Complete line of Standard Steam and Hot Water . 

3 P 3 

“ Packless Radiator Valves " 

+¢ +7 

3 : 











Is Your Supply of Hot Water Sufficient ? 
Are You Put to Any Inconvenience ? 












ese) = | fe eh ; Not If You Use the 
Mpa | 

™ Ogee nce Se | eels | 

1,094,152. Water System. Gertrude M. Kremelberg, 


Pittsfield, Mass. In a water supply system, a water main, 
a supply pipe connected thereto, a renovating pipe con- 
nected at one end to the supply pipe at the water main 
end thereof and having a faucet at the other end, a heater 
connected to the supply pipe for sterilizing the water and 
for supplying hot water when renovating the supply pipe, 
a storage tank for use when renovating the supply pipe, 
a feed pipe for the tank connected to the supply pipe and 
having an automatically controlled valve for supplying 
water to the tank, a pipe connecting the heater to the 
tank, a by-pass pipe for feeding water from the tank to 
the heater when renovating the supply pipe, and a pipe 
connecting the heater with the supply pipe for use when 
renovating the supply pipe. 

1,094,341. Water-Heating Attachment for Stoves. Edgar 
A. Mills, Baltimore, and Richard H. Richards, Hamilton, 
Md., assignors of fifty-five one-hundredths to said Mills, 
twenty-five one-hundredths to said Richards, and twenty 


one hin lredths to Ulysses S. (5. Peoples, Baltimore, Md. 
The combination with a stove having the usual form of 


} ~ . . 
burner. of a water heatine attachment removably applied 
a NOVELTY IRON COMPANY | 


Over and structurally independent of the burner and hav- MANUFACTURERS OF 
ing legs separated by radial slots located over the fiame STEAM AND HOT WATER HEATERS 
Portions of the burner, said slots in part opening out CANTON, OHIO 




















t ‘ ° . ° 
thr h the periphery of the attachment and provided 
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with straight flat walls converging in an upward directio: 


fully from the bottom to the te of the attachment and 
Master Plumbers , tid ;, 


forming a greater water expanse at the top portion of th 





oe ve 
78, ht No matter what the requirements of ; 
the country and suburban home, there eating attachment than at the bottom thereof, and water 
upply and circulating means connected to the heater. 


Caloric 
Noiseless Engine einai 











sdapted for the work. Heating Department. 
Because of its safety, simplicity and 
lack of noise, the “‘Caloric’’ is suitable 004 9 Cta- r. imo Sw . Caaro . 
for use im the heme for pumsing pur- 1,094,231. Steam Warming System. seorges Mennes 
o~ son, Troyes, France. In a system of heating by a gen 
Makes no more noise than a big clock. dine | ea I it =e . i nies 
The “‘Caloric’’ is in a class by itself erator having pulsatory vibration, the combination wit! 
for pumping water. : ; ni ¥ . 
Price extremely reasonable. a teed reservoir, of a distributer of water introduced be 
You can make good money handling ‘ — . , 7 : ' 
ine “‘Caloric’’ in your locality ween said teed reservoir and the generator and com 


Write for Catalog ‘‘C’’ and our agents 


i An prising a stationary casing having a lower chamber, a: 











; intermediate cylindrical chamber ; - ewti cal 

The Bremen Manufacturing Co. ot rmedia | ylind : il chambet and in upper cylindrica 
Bremen, Ohio, U. S. A. hamber, said chambers communicating with each other 

the lower chamber having an outlet for the water toward 








t | 
i 


ie generator and said intermediate chamber having lat 
#eepe)e!#8es8@& &€ & & ££ ee SSE PE PELE PEPE RIE EE EP Pbk 


A Friend in Need 


¢ radiators through difficult places, 































eral inlets for the water and a movable system compris 
ing a valve, a hollow cylindrical slide vaive and a piston 
associated with both of said valves, the first mentioned 
Cor carrein alve of said movable system being adapted to close the 

| communication between the lower chamber and the inte: 


tnere 18 no 


mediate chamber, said slide valve being adapted to slide 
in the intermediate chamber and having lateral inlets for 
the water as well as being open at both of its ends, the 


said piston being adapted to slide in the upper cylindrical 





first job. 


' Hlandy, strong, adjust 
2 on OB able. 

















hamber. 
; No fitter’s equipment 
| | 1S omplete without it. mm | 
Write ror details and picasa r | 
~ prices. 
BUELL BROTHERS, Fulton, N. Y. 


SUPE EEE E EE Eee be 8 Fb bib bt be bb bbe 






































; ¢ - TAY ; 
RUUD Instantaneous Automatic Water Heaters rrp Cle , 
RUUD Automatic Cottage Water Heaters = Hl ies | "7 
6 distinct types and numerous sizes / did | uAY. -" 0 i . | 
rite us about them. fo it . | 2 a a it 1 ) | 
RUUD MFG. CO., Main Office, Pittsburgh, Pa. riot e . + Laid see some 
2 i | ’ aque 8h“ 2 = 4 
4 J pane me 
Bt MEO a eS | 
ROWS ff oo if O77 / | 
aa ete wee’ & 
: ‘ ry RY ' { | / 
Floor Flanges Eccentric Reducers ANS er igen of] 
Ceiling Plates Refrigerator Drains ; ba . 4d ae 
Pipe Hangers Sink Brackets Cesspools 1,094,231 1,094,352 ; 
M O D k. R N 1,094,382. Kegulator tor Hot-Water Heating Svstems 
IRON WORKS QUINCY ILL. Charles W. Young, Chicago, Ill. <A pressure and relief 
device for a hot water heating system comprising a cylin- 

















der having its lower end adapted to be connected with r, 





the system, a piston in said cylinder, a piston rod extend 
Weighs no more than a pair _of boots, ing outwardly from said piston and having its upper ends 


. 








but it’s tested to a load of 1000 Ibs. =} > we wot: . , we ent sate — 
A very low-priced adjustable boiler stand for lotted, a lever pivs tally mounted above said piston ana 
boilers of any make, 30, 35 or 40 gals. No 
bolts. Weight, about 5 lbs. Height, 13% 
inches. The fitter will appreciate large space 
under boiler. Lots of 100 or more? Get job- 
ber’s prices. 


C. H. FOSTER 


extending though the slot in said rod and adapted to 
raised by the rod when the piston moves upwardly a pre 
determined distance, the cylinder being provided with 


outlet apertures to permit the escape of fluid when t! 














14 Princeton Ave.. St. Louls, Mo. piston passes beyond them, an adjustable weight on said 
lever for regulating the pressure in the cylinder, and an % 
adjustable stop for regulating the downward movement 
Wh D + Y L H ° 9 of the piston, the arrangement being such that a pr: : 
y Von ou Learn Meating: | ayes nine arg ; 
determined pressure may be maintained in the system : 
Our simple practical course will teach you how to install heating plants. . ; — : BS, 
figure, estimate and achieve success on every heating problem. [If you and fluid may pass trom the system outw ardly throucnh a 
have heating business in your vicinity that’s escaping you, or if you are siete jm «me ‘ g 
meeting trouble in @ heating way, write for full details and attractive said apertures and may again return to the system ')) i 
' ry i " ‘ 4 
-y~ AY our $10 course. $10 pays for everything—no extras. Get book heinge drawn inwardly past the piston. 5 
HEATING ENGINEERING SCHOOL, Camden, N. J. 1,093,722. Steam-Heating System. Millard P. Osburn, 
Merchantville, N. J., assignor to Warren Webster & Com- 
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pany, a Corporation of New Jersey. In a steam heating 
system, the combination of a steam generator, a radiating 
system in communication therewith, adjustable means for 
accumulating and varying the amount of accumulation of 
vater of condensation within the system, a reservoir for 
eiving and storing the water of condensation from 


Co) 


the radiating system, said reservoir being at a higher 
el than the normal water level in said steam genera- 
_a water feed pipe connecting said reservoir with said 


—- 


+ 


enerator to return the water of condensation, a valve 
to control the flow of water in said feed water pipe, and 
automatic means under the control of variations in the 
el of the water in the boiler for controlling the opera- 


— 


tion of said valve whereby the flow of water of condensa- 
tion to said generator is regulated, and a predetermined 
water level maintained in said generator. 


























L | — 
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1,094,362 











1,093,722. 


1,094,362. Thermostat. Julius Boekel, Philadelphia, Pa. 
In a thermostatic device forming part of an electric cir- 
cuit, a float, in combination with means operated there- 
by for closing and opening said circuit and a mass of 
oxidizable conducting liquid under and in contact with 
said float, the latter being provided with a downwardly 
extending contact pin of relatively small diameter adapt- 
ed to penetrate the oxidized surface of the mercury and 
the lower portion of said float being relatively broad and 
forming a shoulder above said contact pin. 


ee 


THE WISCONSIN SUMMER SCHOOL OF EN- 
GINEERING. 


Announcement has just been made of the fourteenth an- 
nual six weeks’ summer school of the College of En- 
gineering of the University of Wisconsin, at Madison, 
which opens. June 22, 1914. Courses of instruction and 
laboratory practice are offered in Electrical, Hydraulic, 
Steam and Gas Engineering, Mechanical Drawing, Ap- 
pliel Mechanics, Testing of Materials, Machine Design, 
Shopwork and Surveying, in addition to which subjects 
may be taken in the College of Letters and Science. F, 
E. Turneaure, Dean of College of Mechanics and En- 
gineering, Madison, Wis., will be glad to send complete 
information upon request, mentioning “Domestic En- 
gineering.” 

Chester, Pa.—This town has a brighter outlook this 
year than ever before and a building boom is coming. 
Plans are all ready out for many new houses. 
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VALI EGES. 
What is 


Quick-Pression? 
QUICK-PRESSION is the 


only line of brass 
soods that combines the 
best points in Compres- 
sion and Fuller- Work, 
at the same time getting 3 
rid of their well known 

weak points. 
Quick-Pression is the only 
line known by name and 
therefore easy to sell. 


Quick-Pression is the only 
line with complete coopera- 
. tion through advertising to 
the user, architect and con- 
tractor. 


Quick-Pression is the only 
line that offers free adver- 
tising literature that the 
plumber can use in his 
territory. 





TS 34 


Gil e 


Quick-Pression is the only 
line with shoulder-to-shoul- 
der help to the plumber. 


Ghe CENTRAL BRASS 
MF'G. CO.0f CLEVELAND 


Originators and Sole Manufacturers of the 
nationally advertised Quick-Pression Wor} 


_— 





Says the Little Plumber 
When a man is nine-tenths sold it’s 
\\ ineasy matter tosupply that other tent! 
Show him the goods, that’s all. 


Wie. po: herck 
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sified Advertisements 


Advertisements under this heading 4 cents per word per issue, address included. 
To insure insertion copy should be received not later than Wednesday afternoon. 


with order. 
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Situations Open. 





WANTED PRODUCTION ENGINE 2 RR 

in factory located in middle west em- 
ploving about 400 hands, manufacturing 
principally brass goods Permanent po- 
eifion for ment mat Address 100%, are 
‘“‘Domesti: Engineering,’ Chicago. 5-2, 9 





WANTED—PLUMBERS SPECIALTY 


salesmen in south and west to sell 
best known flush valve. Flushovalve Co., 
536 Broome, New York. 4-25: 5-2? 





WANTED—SEVERAL LIVE MEN TO 
handie well advertised, salable specialts 
to the plumbing .— ne ating trade Strong 
co-operation and lit ral offer will be made 
to hustlers Adi eeu Ss. LW 540-550 

West 58th St... New York City. 
4-18, 25; 5-2 


WANTED—PLUMBERS WITH TECHNI- 

eal knowledge to act as representative 
for the Anglo-American Sanitary Corre- 
spondence College, the institution which 
endorsement ol pa | recognized 
bodies Whole or spare time Address 
Ktepresentative, Anglo-American Sanitary 
Corre spondence College, lU-1? W. Ontario 
St.. Chicago, II}. h-2 


WANTED—\1N ENERGETIC BOILER, 

radiator and specialty salesman for Chi- 
cago and vicinity. One who is acquainted 
on North Side preferred. This is an ex- 
cellent opportunity for the right man. 
Address 1092, care “‘Domestic BEngineer- 
ing,’’ Chicago. 


has the 








MANUFACTURERS’ AGENTS WANT- 
ed—Manufacturer of high class steam 
heating specialties desires to establish 
selling agents on a commission basis in 
all the large — of the United States, 
outside of Chicag Address 1097, care 
‘Domestic E ngineering, ve hic ago. 


MANUFACTURERS AGENTS WANTED 

—Manufacturer desires to establish 
selling agencies with Manufacturers 
Agents calling on the Plumbing trade. 
We offer complete Paul line of SYS- 
TEMS Water, ELECTRIC LIGHT and 
POWER for City, Country and Suburban 
homes. Address Dept. “H,.”’ Fort Wayne 





Engineering & Manufacturing Company. 
Fort Wayne, Ind. tf 


a 
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Situations Wanted. 





POSITION WANTEI COMBINA- 

tion plumber, tinner and fitter. Strictly 
temperate, and competent. Can give ref- 
erences Address 1098, care ‘“‘Domestic 
engineering,’ Chicago, 








SITUATION WANTED SALESMAN 
with national acquaintance among 
jobbers and plumbers wishes to make a 
hangs ut June Ist. best references. 
Address 1100, care ‘‘Domestic Engineer- 
ing, Chicago. 5-2, 9, 16 
SIT! “ATION WANTED—MAN WHO HAS 
been associated for many years with 
the plumbing supply trade and recently 
icity of General Sales Manager 
manufacturing company, de- 
sires a connection in which his acqguaint- 
ance and knowledge of the business will 
be of value. Address 1101, care ‘‘Domes- 














tic Engineering,’ Chicago. 5-2, 9 
For Sale. 

FOR SALE—A 35 LIGHT PILOT ACET- 

ylene generator. Has not been un- 

packed. Write York & Kraft. Pekin. IIL 

a-2, 4%, 16, 23 





FOR | SALE—A WELL ESTABLISHED 
plumbing, heating and electrical busi- 

ness in a town of 15,000. Address J, care 
“Domestic Engineering,’”’ Chicago. 


FOR SALE sD ESTABLISHED 

plumbing and heating business in Lower 
Michigan, in town of 2,300, on account of 
ill health. For particulars address 1094, 
care “Domestic Engineering,’’ Chicago. 




















FOR SALE—W ELL ESTABLISHED 
plumbing, heating and electrical busi- 
ness in small town in Central New York. 
Splendid opportunity for competent man 
with small capital. Address 1093, care 
“Domestic Engineering,’’ Chicago. 








Miscellaneous. 


SELL YOUR SURPLUS COUPLINGS 
and fittings. Write us. The A. & J. 
Mfg. Co., 557 W. Lake St., Chicago. tf. 








Send cash 














Books You Should Own. 


TABLE—LOSS OF PRESSURE PER 

Lineal Foot in Ten-Thousands of a 
Pound of the Different Coefficients of 
Friction, by Isaac Chaimovitsch, M. EE. 
Price 50c Portpaid. 








DEAN’S SYSTEM OF GREENHOUSE 

Heating by steam or hot water; used 
for years; convenient and reliable; makes 
greenhouse heating estimating very sim- 
ple. Flexible cloth bound, 5%x7% in., 4 
pp. Postpaid, $2.00. 





“THE PRINCIPLES OF HEATING,” by 

William G. Snow. 163 pages, 6x9. Heat- 
ing power of fuels, capacity of boilers, 
furnace tests, flow of steam in pipes, 
vacuum and vapor systems, are among 
the subjects treated. Fully illustrated 
and bound in cloth. Price $2.00, postpaid. 


PLUMBING ESTIMATES AND CON- 

TRACTS. By J. J. Cosgrove. Contains 
much valuable information for the mas- 
ter plumber, pointing the way to con- 
duct the business of plumbing in busi- 
ness-like manner. Bound in cloth; 210 
pages; 5%x8% in.; postpaid, $3. 


“THE SANITARY SEWERAGDB OF 
BUILDINGS,” by Thomas S. Ainge. 
Written in a plain, straightforward way 
for the master plumber, as well as for his 
foreman and interested employes. Plumb- 
ing tests and sewage disposal are among 
the subjects treated. Bound in cloth, 196 
pages. 5%x8. Price $1.50, postpaid. 


STANDARD HEATING SPECIFICA- 
TIONS AND CONTRACT BLANKS. 
For low pressure steam and hot-water 
heating apparatus offers a dignified legal 
form for specification proposal and con- 
tract for the general use of steam and 
hot-waterfitters. Printed on linen paper; 
14x8% in.; 4 pages. Price of either steam 
os otal or mixed blank, 50 copies, 
.60. 
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DOMESTIC ENGINEERING 
445-447 Plymouth Court, Chicago 
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Put in the White House by 
the U. 8. Government 


F. £&. CUDELL’S 


Patent Sewer-Gas and 
Back Water Trap 


For Wash Bowls, Sinks, 
Baths and Wash Tubs 


CLEVELAND- OHIC 





CUDELL 
ANTI-SYPHON 























Utica SOIL Pipes ™ BEST 


CAST IRON SOIL PIPE and FITTINGS 
CAST IRON STEAM FITTINGS 
PLUMBING SUPPLIES and LEAD PIPE 


CHARLES MILLAR & SON CO., Utica, N. Y. 





You cannot afford to be without the 
Martin Portable Vise Stand and Pipe Bender 


This practical labor-saving device is mak- 
ing a “‘hit’’ with plumbers and fitters where- 
ever introduced 


No nails, screws or fastenings of any kind 
needed. 


Soon pays for itself in saving of time. 
Write today for folder. 


H. P. Martin & Sons, Owensboro, Ky. 














| 
| 








Master Plumbers make excellent profits, 


and in a short time. Course costs little and 


Prof. Arthur Bateman, M. Inst. S. E., 








WHAT’S YOUR HEAD WORTH? 


You can only make from $3 to $6 per day from the neck down, while 
Sanitary Engineers and Inspectors earn salaries from 
so why slave away at uncon- 
genial employment when we can teach you this work in your own home 


free particulars and get quick start toward big money. 
Desk 5. Anglo-American Sanitary Correspondence College, 
10-12 West Ontario Street, Chicago, Ill. 


$1,600 to $8,000. 


easy. Write for 





Director. 


a 
SHOWERS WITH NIEDECKEN MIXER 





HOFFMANN & BILLINGS 





PATENTED 


Write for 
Bulletin 
No. D 5 


MFG. CO. 


MILWAUKEE 



































Mention “Domestic Engineering” 








when writing advertisers. 



















